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PROJECT  FIRE  SCAN 

INTERIM  REPORT 

April  1962  to  December  196-1 

This  work  was  accomplished  under  Work 
Ordor  OCD-OS-G2-174.  This  agreement  out¬ 
lined  a  three-phase  test  program  to  evaluate 
airborne  infrared  devices  as  tools  for  use  in 
firo  control.  Aftor  Phase  II  waa  completed, 
the  tasks  wore  more  specifically  defined.  At 
that  time  the  program  waa  administratively 
divided  into  its  two  natural  components  — 
firo  mapping  and  fire  dotection. 

This  report  summarizes  the  firo  detection 
work  from  April  1 902  to  December  1904.  The 
fire  mapping  effort  will  bo  discussed  in  a  later 
report. 
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INTRODUCTION 


The  original  program  objectives  were  to 
develop  and  test  a  heat-sensitive  system  cap¬ 
able  of:  (1)  locating  small  fires,  (2)  mapping 
fire  perimeters,  and  (3)  measuring  rates  of 
fire  spread.  The  usefulness  of  infrared  map¬ 
pers  was  to  be  examined  by  surveillance  of 
fire  sources  in  forest  environments.  The  cap¬ 
ability  for  locating  fire  perimeter  and  de¬ 
tecting  incipient  fires  was  to  be  compared 
with  that  of  aerial  patrol  and  methods  of 
ground  observation  now  in  use. 

The  work  agreement  outlined  a  three-phase 
test  program.  After  Phase  II  was  completed, 
the  tasks  were  more  specifically  defined  and 
the  program  was  divided  into  its  two  natural 
components  —  fire  mapping  and  fire  detec¬ 
tion.  This  separation  allowed  both  programs 
to  concentrate  on  development  of  systems 
specifically  adapted  to  their  unique  problems. 
The  goal  of  the  detection  program  is  to  de¬ 
velop  the  capability  for  precisely  locating 
small  fire  targets  over  extended  land  areas. 


2 


PHASE  I  TEST  PROGRAM 


INTRODUCTION 

Preliminary  work  included  acquiring  the 
necessary  instrumentation  and  familiarizing 
project  personnel  with  the  equipment  and 
test  procedures.  The  infrared  instrumenta¬ 
tion  used  during  the  period  covered  by  this 
report  was  designed  and  built  for  other  uses, 
and  hence  required  considerable  modification 
for  use  in  fire  surveillance. 

EQUIPMENT 

The  scanner  system  used  during  this  phase 
of  the  program  consisted  of  a  receiver  unit 
and  control-readout  console.  The  infrared 
optical-mechanical  receiver  was  installed  in 
the  nose  hatch  of  a  modified  Beechcraft  AT- 
11  aircraft.  The  optical  receiver  scanned  an 
80 '-wide  field  (40'  to  either  side  of  vertical 
in  normal  operation)  perpendicular  to  the 
aircraft’s  line  of  flight.  Continuous-strip 
photographic  recordings  of  the  cathode  ray 
tube  (C.R.T.)  readout  gave  map-like  imagery 
of  the  terrain’s  thermal  detail.  The  optical 
resolution  at  this  time  was  approximately  4 
milliradians,  The  scanning  geometry  was 
similar  to  that  discussed  in  Appendix  IV. 

The  receiver  unit  could  be  rotated  into  a 
"side-looking”  mode,  i.e.,  from  the  vertical  to 
80°  on  one  side  of  the  flight  path.  This  modifi¬ 
cation  was  necessary  in  order  to  examine  the 
feasibility  ot  wider  flight  paths. 

The  control-readout  console  was  mounted 
in  the  passenger  cabin  of  the  aircraft.  Moni¬ 
tors  included  C.R.T.  presentations  of  the  raw 
video  signal  (“A"-scan>  and  an  auxiliary  TV- 
like  raster  scan  of  fhe  thermal  imagery  (“13”- 
scan).  Controls  adjusted  the  video  signal  on 
the  C.R.T.  readout  for  proper  photographic 
exposure  and  aircraft  flight  parameters.  Elec¬ 
tronic  “gain”  and  “level”  adjustments  con¬ 
trolled  the  photographic  contrast  and  film 
density,  respectively.  A  V/H  (Velocity/ 
Height)  control  of  the  strip  film  drive  speed 


provided  imagery  of  minimum  distortion  (see 
Appendixes  III  and  IV). 

Control  settings  were  not  optimized  prior 
to  or  during  the  test  flights.  The  test  imagery 
was  unobservable  until  the  film  had  been 
returned  to  the  Laboratory  and  developed. 
These  recording  limitations  seriously  hamper¬ 
ed  evaluation  of  the  test  results  that  were 
directly  dependent  upon  the  imagery. 

Five  types  of  detectors  and  optical  filters 
of  six  different  spectral  bands  were  obtained 
with  the  scanning  equipment.  The  detector- 
filter  combinations  used  during  the  fire  de¬ 
tection  tests  were  chosen  by  subjective  evalu¬ 
ation  of  image  quality. 

DEVELOPMENT  OF 
TEST  PROCEDURE 

Instrumented  aircraft  flew  tests  over  for¬ 
ested  test  plots  that  contained  artificial  fire 
targets.  Very  little  was  known  about  the 
specific  radiation  characteristics  of  fires  burn¬ 
ing  under  marginal  conditions.  A  heat  source 
of  arbitrary  size  and  temperature  simulated 
an  incipient  forest  fire.  The  target  had  to 
be  uniform,  repeatable,  portable,  and  safe  to 
use  in  a  forest  environment  during  high  fire- 
danger  periods.  A  14-inch-dimneter  bucket, 
9  inches  deep,  partially  filled  with  sand,  then 
filled  to  the  brim  with  10  pounds  of  charcoal, 
was  selected  as  the  standard  target.  Burning 
charcoal  temperatures,  measured  with  a  ther¬ 
mocouple,  ranged  from  700'  F.  to  1,190"  F., 
and  averaged  892'  F.  A  radiometer  measure¬ 
ment  of  895°  F.  (effective  radiometric  tem¬ 
perature)  agreed  closely. 

A  time-history  record  showed  the  source 
emission  to  be  steady  between  one-half  hour 
and  5  hours  after  ignition.  Variation  of  radi¬ 
ant  energy,  measured  as  a  function  of  vertical 
angle  and  plotted  as  a  cosine  function,  showed 
that  this  source  closely  approximates  a  Lam¬ 
bertian  radiator.  These  targets  have  proved 
quite  satisfactory  and  have  been  used  through- 


out  die  program,  although  at  times  sparks 
from  them  are  a  fire  hazard. 

The  first  night  and  day  flights  were  con¬ 
ducted  over  a  relatively  flat,  barren  target 
area  adjacent  to  Missoula,  Montana.  The 
operators  were  familiarized  with  equipment, 
and  the  several  detector-filter  combinations 
were  examined.  Unfiltcred  indium  antimo- 
nide,  lead  sulfide,  and  lead  telluride  de¬ 
tectors  were  used  in  combination  with  a 
3-micron,  long-pass  filter.  Initial  tests  showed 
the  lead  sulfide  detectors'  with  a  3.4-  to  4.1- 
micron  filter  gave  the  best  imagery  during  the 
daytime  tests;  however,  these  results  were 
not  acceptable.  Subsequent  searching  for  a 
sai,  jle  daytime  detector-filter  combination 
showed  that  an  indium  antimonide  detector 
and  a  4.5-  to  5.5-micron  filter  were  the  best 
available,  but  daytime  results  were  still 
marginal. 

For  best  results  at  night  no  filter  was 
used.  Little  difference  was  apparent  between 
lead  sulfide  and  indium  antimonide  detectors. 
The  detection  tests  that  followed  utilized  both 
lead  sulfide  and  indium  antimonide  detectors 
for  night  operation,  and  indium  antimonide 
with  a  4.5-  to  5.5-micron  filter  during  day¬ 
time  conditions. 

Measurements  made  by  the  Materiel 
Branch,  Electronic  Research  Development 
Laboratory,  Fort  Belvoir,  Va.,-  showed  that 
coniferous  foliage  and  tree  bark  are  opaque 
to  energy  radiated  in  the  infrared  portion  of 
the  spectrum.  However,  no  data  were  avail¬ 
able  concerning  the  obscuration  of  small  fires 
by  a  forest  canopy.  The  distribution,  size, 
shape,  and  total  number  of  transmission  paths 
through  a  canopy  were  likely  to  vary  with 
forest  type,  site  quality,  age,  stand  density, 
and  other  factors  that  affect  stand  morphol¬ 
ogy. 

A  major  objective  of  the  program  was  to 

1  Identification  of  the  lead  sulfide  detector  must 
be  questioned  by  the  sensitivity  parameters  required 
for  this  performance.  The  best  PbS  detectors  now 
available  have  peak  resixmscs  at  3.2  it  and  time 
constants  of  greater  than  1  msec,  (for  optimum  re¬ 
sponses,  less  than  5 a  sec.  is  required).  This  identifi¬ 
cation  was  made  by  printed  labels  on  borrowed 
equipment. 

-  Unpublished  report. 


determine  the  effect  of  timber  cover  on  de¬ 
tection  probability.  Another  was  to  develop 
a  stand  measurement  to  predict  the  obscura¬ 
tion  effect  of  the  various  timber  stands.  An 
optimum  vertical  angle,  within  20°  of  the 
zenith,  was  anticipated  at  which  the  canopy 
would  least  interfere  with  detection,  A  maxi¬ 
mum  angle  beyond  which  detection  would  be 
virtually  impossible  was  also  predicted. 

Only  four  coniferous  species  were  consider¬ 
ed  initially  —  lodgepole  pine  ( Pinus  contorta 
Dough),  ponderosa  pine  (Pinus  ponderosa 
Laws.),  Douglas-fir  ( Pseudotsuga  menziesii 
var.  glaitca  (Beissn.)  Franco),  and  Engel- 
niann  spruce  ( Picea  engelmannii  Parry). 
These  species  were  selected  on  the  basis  of 
shade  tolerance.  Tolerance1  is  an  expression 
of  a  species’  ability  to  endure  shade.  Thus, 
tolerance  is  a  good  guide  to  canopy  density 
since  species  that  require  less  light  are  more 
likely  to  develop  very  dense  canopy  covers. 
The  species  selected  sampled  the  range  of 
canopy  densities  found  in  western  Montana. 

Four  timbered  areas  were  selected  to  test 
the  effect  of  timber  cover  on  detection  proba¬ 
bility.  Flight  tests  provided  data  on  three 
types  of  forest  cover  —  ponderosa  pine,  Doug¬ 
las-fir,  and  Engelmann  spruce.  Relatively 
pure,  Put  nonhomogeneous,  stands  were  se¬ 
lected  to  provide  a  large  variation  in  stand 
form,  stand  density,  and  canopy  character¬ 
istics.  For  example,  the  ponderosa  pine  test 
area  contained  units  of  open  grown,  overma¬ 
ture,  thrifty  mature,  and  small  stagnated 
trees. 

Also  considered  in  selecting  test  areas 
were:  (1)  recognizable  terrain  features  to 
facilitate  navigation,  (2)  peaks  and  ridges 
that  make  night  air  operations  hazardous, 

(3)  level  topography  within  the  area,  and 

(4)  distance  from  Missoula. 

Twenty  plot  centers  in  a  4  by  5  pattern 
were  systematically  located  500  feet  apart 
throughout  each  test  area.  Each  plot  was 
described  according  to  slope,  aspect,  and  basal 
area  within  a  variable  radius  (Bitterlich1) 

■'■Baker,  Frederick  S.  A  revised  tolerance  table.  J. 
Forest.  47:  173-181.  1949. 

*  Grosenbaugh,  L.  II.  Plotless  timber  estimates  — 
new,  fast.  easy.  J.  Forest.  50:  32-37.  1952. 
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plot.  Total  height,  percent  of  live  crown, 
crown  diameter,  diameter  at  breast  height 
(d.b.h.),  and  species  were  recorded  for  each 
tree  within  the  plot,  and  two  timber  crown 
photographs  were  taken  from  each  plot  center. 
This  description  aided  the  qualitative  analysis 
of  the  flight  data. 

At  three  plots  within  each  test  area  a 
theodolite  measured  the  portion  of  the  hemi¬ 
sphere  over  the  plot  center  covered  by  forest, 
vegetation.  The  theodolite  was  mounted  on 
a  standard  tripod,  and  leveled.  The  telescope 
was  pointed  toward  the  zenith  (90°)  and  the 
observer  would  estimate  the  percent  of  the 
2°  field  of  view  filled  by  boles  and  foliage. 
The  percent  of  open  canopy  was  estimated 
at  each  2°  interval,  from  90°  down  to  20° 
above  the  horizon.  The  telescope  was  again 
pointed  toward  the  zenith,  the  azimuth  lock 
released,  and  the  theodolite  rotated  to  an¬ 
other  random  azimuth  angle. 

This  procedure  was  repeated  eight  times 
at  each  plot.  Figure  1  is  a  plot  of  the  curves 
generated  by  averaging  the  eight  readings  for 
each  vertical  angle.  The  curves  show  no 
tendency  to  peak  below  the  zenith  (0°). 
Although  they  are  not  well  defined,  the  trans¬ 
mission  curves  decline  steadily  toward  the 
horizon.  Ponderosa  pine  and  Douglas-fir  are 
similar,  with  the  Engeimann  spruce  signifi¬ 
cantly  more  dense. 

Data  acquisition  flights  were  coordinated 
between  the  aircraft  crew  and  ground  crew. 
The  ground  crew  ignited  the  20  charcoal  fires 
at  least  30  minutes  prior  to  the  time  the 
aircraft  was  scheduled  over  the  area.  The 
aircrew  consisted  of  a  pilot  and  one  operator; 
occasionally  a  third  member  acted  as  observer 
and  relief  operator.  Passes  were  flown  from 
altitudes  of  2,000  feet  to  10,000  feet  over 
terrain.  Courses  were  charted  to  position 
the  aircraft  directly  over  the  test  area  and 
to  place  all  targets  within  the  field  of  view 
of  the  scanner  at  the  proper  vertical  aspect 
angles. 

DISCUSSION  OF  RESULTS 

Aircraft  navigation  over  the  test  area 
(dependent  upon  the  map  presentation  of  a 
5-inch  monitor  scope)  was  not.  satisfactory 


oicofts  ram  zcnitm 

Figure  1.  —  Percent  transmission  versus  vertical 
angle  tor  four  coniferous  species. 

because  of  the  high  degree  of  coordination 
required  between  the  scanner  operator  and 
the  pilot.  A  technique  of  flying  compass 
bearings  from  visible  reference  points  approxi¬ 
mately  4  miles  from  the  test  area  was  more 
satisfactory.  Flight  passes  were  flown  from 
two  checkpoints  such  as  towns,  ranger  stations, 
or  other  landmarks  that  were  identifiable 
during  night,  operations. 

Becau&e  these  test  flights  were  exploratory, 
many  variables  were  introduced  that  were 
eliminated  in  later  test  design.  Detectors 
were  changed  during  flights,  altitude  was  not 
held  constant,  and  equipment  settings  were 
not  optimized.  These  factors  made  it  possible 
to  draw  only  general  conclusions  from  the 
date. 

Imagery  obtained  from  flight  tests  was 
examined  on  a  microfilm  reader,  and  the  flight 
passes  containing  usable  data  were  analyzed. 
Identification  of  individual  targets  depended 
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upon  recognizing  landmarks  or  observation  of 
enough  targets  to  recognize  the  4  by  5  pat¬ 
tern.  The  interpreter  was  required  to  use 
considerable  judgment  in  extracting  data  from 
the  film  strips.  Target  signatures  on  the 
images  were  often  questionable  because  of 
improper  film  exposure.  The  film  density  was 
too  dark  if  video  levels  were  set  too  high. 

The  percent  of  targets  detected  was  used 
as  the  dependent  variable  in  evaluating  the 
separate  effects  of  stand  density,  forest  tyj>e, 
altitude,  vertical  angle,  and  horizontal  ground 
distance. 

A  summary  of  detection  results  of  the 
three  timber  types  is  shown  in  figure  2.  Tar¬ 
gets  in  ponderosa  pine  and  Douglas-fir  were 
detected  easily  at  vertical  angles  less  than 
10°,  but  in  the  Engelmann  spruce  detection 


was  only  50  percent.  Detection  in  spruce  is 
very  low  for  angles  greater  than  30°;  how¬ 
ever,  40-  to  50-per  jnt  detection  was  observed 
for  the  other  two  types.  During  the  four 
flights  represented  by  these  data,  no  targets 
were  detected  beyond  40°  except  in  the 
Douglas-fir  stand,  where  33  percent  were  de¬ 
tected  between  40“  and  50“.  None  of  the 
detection  data  in  this  report  are  corrected 
for  the  inherent  dependence  of  slant  range 
and  Lambertian  effects  on  aspect  angle  (see 
scanning  geometry,  Appendix  IV). 

A  single  mission,  flown  in  cooperation 
with  the  Infrared  Physics  Laboratory,  Insti¬ 
tute  of  Science  and  Technology,  University 
of  Michigan,  indicated  their  2-milliradian 
scanning  system  would  consistently  achieve 
better  results;  this  was  especially  true  in  the 
denser  portion  of  the  stand  (fig.  3). 
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The  effects  of  increased  stand  density  and 
vertical  angle  were  examined  by  using  the 
data  from  all  altitudes  and  timber  types. 
This  lumping  of  data  was  necessary  because 
of  the  small  sample  size.  These  data  showed: 
( 1 )  The  extremely  low  probability  for  detect¬ 
ing  targets  in  the  densest  plots  for  vertical 
angles  greater  than  30c;  and  (2)  the  diffi* 
cnlt.y  encountered  at  angles  greater  than  50° 
in  all  but  the  least  sparse  portions  of  the  stand. 

SUMMARY,  PHASE  I 

The  first  season’s  work  produced  very  few 
definitive  results.  The  problem  was  attacked 


with  the  information  and  instrumentation  at 
hand,  and  both  proved  inadequate. 

Deficiencies  included:  (1)  The  shortage 
of  pertinent-  timber  canopy  ground  truth,  (2) 
crude  navigational  procedures,  (3)  inadequate 
data  readout,  and  (4)  very  poor  infrared 
system  sensitivity  and  resolution. 

Positive  results  were:  (1)  The  project, 
personnel  wore  initiated  into  airborne  infrared 
experimentation,  and  (2)  personnel  obtained 
a  better  knowledge  of  specific  program  re¬ 
quirements.  Using  this  background  knowl¬ 
edge,  reasonable  program  goals  were  formu¬ 
lated  and  the  necessary  modifications  of 
instrumentation  were  determined. 


PHASE  It  TEST  PROGRAM 


INTRODUCTION 

Objectives  of  Phase  II  were  to  implement 
the  modifications  suggested  by  the  Phase  I 
results,  and  to  make  quantitative  measure¬ 
ments  of  fire  detection  probability  in  the 
representative  timber  types.  Test  plans  were 
made  incorporating  the  necessary  revisions. 
Arbitrary  goals  of  90-percent,  detection  prob¬ 
ability  and  10-mile-wide  coverage  were  estab¬ 
lished  as  realistic  objectives  for  fire  patrol. 

DEVELOPMENT  OF  EQUIPMENT 

Experience  gained  during  the  1962  test 
program  demonstrated  the  need  for  a  higher 
resolution  scanner.  Replacement,  of  the  stand¬ 
ard  35  mm.  recording  camera  with  a  Polaroid 
camera  facilitated  control  of  image  quality. 
A  wider  scan  angle  was  needed  to  eliminate 
the  need  for  offsetting  the  scanner.  The 
original  scanner  was  modified  to  provide  120' 
scan  angle  by  machining  a  slot  on  each  side 
of  the  scanner  housing  and  modifying  the 
scan-sweep  trigger  circuitry. 

Adding  a  housing  extension  that  holds  a 
10-inch  focal  length  objective  mirror  (fig.  4 A) 
increased  the  focal  length  of  the  optical  sys¬ 


tem.  A  higher  resolution  tubo  replaced  the 
C.R.T.  printer  tube.  The  video  amplifiers 
were  modified  to  provide  the  necessary  band¬ 
pass.  A  modified  Beattie  Coleman  oscillorec* 
ord  camera,  incorporating  a  Polaroid  back 
(fig.  4 B)  replaced  the  camera.  The  Polaroid 
film  pack  was  mechanically  driven  perpendic¬ 
ular  to  the  camera  axis  to  provide  the  vertical 
sweep.  This  mechanical  sweep  drive  simulated 
the  conventional  35  mm.  strip  film  drive. 
Addition  of  a  1/4-  by  1/4 -millimeter  indium 
antimonidc  detector  produced  a  calculated 
system  resolution  of  1  milliradian. 

The  mount  built,  in  the  nose  escape  hatch 
of  the  AT-11  aircraft  provided  for  two  modes 
of  operation.  The  normal  mode  of  operation 
placed  the  scanner  in  a  fixed  vertical  posi¬ 
tion  to  attain  a  full  120'  scan.  The  scanner 
also  could  be  manually  rotated  around  the 
lateral  axis  to  direct  the  scan  plane  forward 
of  the  vertical  to  a  maximum  “tilt”  angle  of 
60°.  'Phe  latter  provided  variation  of  the 
aspect  angle  while  repeatedly  flying  the  same 
flight,  path  directly  over  the  target  area.  This 
eliminated  the  need  for  offsetting  the  aircraft 
flight  paths  —  an  extremely  difficult  task 
to  accomplish  accurately. 
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Kipnc  4.»K<|Ui|imohl  modification:  A.  Infrared 
receiver  modified  to  n  10-inch  focal  length  system; 
*  If,  Polaroid  image  recording  camera. 

TEST  PROCEDURE 

The  Phase  I  timbered  test  areas  were 
selected  for  diversity  of  stand  density  and 
stand  form.  Tito  tests  produced  useful  fire 
detection  information,  but-  the  limited  num¬ 
ber  of  samples  precluded  good  quantitative 
results. 

During  Phase  I  the  ability  to  detect  the 
1-square-foot  targets  proved  very  limited.  A 
target  array  designed  with  live  1 -square-foot 
charcoal  buckets  on  the  circumference  of  a 
circle  was  judged  to  reasonably  approximate 
an  incipient  spot  fire.  The  radius  of  this 


circle  necessary  to  make  the  fire  detectable 
then  becomes  one  of  the  observables  of  the 
program. 

The  Phase  II  test  stunds  were  selected 
to  eliminate  as  much  variation  os  possible. 
The  test  program  proposed  flight  experiments 
over  light,  medium,  and  heavy  density  stands 
within  each  of  the  four  timber  types;  how¬ 
ever,  time  restricted  the  actual  tests  to  one 
stand  within  each  type. 

The  number  of  randomly  located  targets 
required  to  determine  detection  probability 
within  ±10  percent  was  estimated  to  be  un¬ 
reasonably  large,1'  The  number  of  targets  had 
to  be  reduced  to  a  practical  number  that  could 
be  handled  in  the  field.  Instead  of  locating 
the  targets  at  random,  we  selected  dense 
locations.  Biasing  of  the  target  locations  by 
selecting  the  worst  cases  provided  a  basis  for 
establishing  a  lower  limit  for  detection  prob¬ 
ability,  and  thereby  eliminated  some  ques¬ 
tions  of  reliability  inherent  in  a  small  sample 
size. 

The  establishment  of  a  lower  limit  for 
detection  probability  was  judged  to  be  a 
realistic  goal  for  Phase  II  because  of  the  time 
and  effort,  required  for  system  modification. 

For  describing  forest  stands  in  this  report, 
it  is  useful  to  review  forest-type  terminology 
used  by  foresters.  The  Society  of  American 
Foresters’  defines  forest  type  as: 

A  descriptive  term  used  to  group  stands  of 
similar  character  as  regards  composition  and 
development  due  to  given  physical  and  biolofii- 
enl  factors,  by  which  they  may  be  different  in  ted 
from  other  groups  of  stands  The  term  sui;- 
i;ests  repetition  of  the  same  character  under 
similar  conditions 

During  the  test  program  of  1963,  the  fol¬ 
lowing  types  as  described  in  "Forest  Cover 
Types  of  North  America,”'  were  sampled  to 
represent  typical  western  forest  types:  Type 
#237  Interior  Pondorosa  Pine,  Type  #216 

A  discussion  of  sample  size  and  detection  proba¬ 
bility  is  included  in  the  /’/lose  III  section. 

'•Society  of  American  Foresters.  Forestry  hand- 
bool;.  p.  6.  24.  New  York:  llonald  Press.  I960. 

7  Committee  on  Forest  Types.  Forest  cover  types 
of  North  America  (exclusive  of  Mexico).  Pp.  42.  40. 
48,  and  57.  MVis/iin/i/on:  Hoc.  A  hi  it.  Forest.  1802. 


Lodgepole  Pine.  Type  d  ?  1 2  Lurch — Douglas- 
fir,  and  Typo  -206  Ktigelnnmn  Spruce— Al¬ 
pine  Pit  (Aliioa  lusioratpa  (Hook.)  Nutt-.). 

Species  in  the  types  named  usually  form  50 
percent  or  more  of  the  composition.  Pro- 
dominnnts  are  judged  on  the  basis  of  number 
of  stems  in  the  dominant  and  codominant 
classes  combined.' 

During  the  field  season  of  196;),  four  new 
tost  areas  were  chosen  to  determine  the  effect 
of  timber  cover  on  probability  of  detection. 
Relatively  pure  stands  of  ponderosa  pine, 
lodgepolc  pine,  larch  —  Douglas-fir,  and  Engel- 
maim  spruce — alpine  fir  were  selected  which 
met  the  following  criteria: 

1.  Timber  type  must,  bo  typical  of  the 
descriptions  used  by  the  Society  of  American 
Foresters." 

2,  Area  must  be  about  10  acres  or  larger. 

3,  Flight  path  (in  either  a  north-south 
or  east -west  direction)  must  provide  for  safe 
aircraft  navigation. 

4.  Vehicular  access  must  he  available  at. 
each  end  of  the  area  for  placement,  of  air¬ 
craft  navigational  devices. 

'  Ibid  [i.  •'!. 

* l bid.  pp.  -12,  ‘10.  'IS.  and  57. 


5.  Slopes  in  the  area  should  not  exceed 
20  percent. 

A  test  area  I  ,:">()()  feet  long  by  1,000  feet 
wide  was  delineated  on  the  basis  of  the  nbovo 
critoria.  Within  this  area  the  timber  was 
cruised  by  the  variable  plot  wedge  prism 
fBitterlich)  method.  The  basal  area  factor 
for  this  cruise  was  selected  to  give  a  50- 
percent  sample  of  the  standing  timber  on  the 
site.  The  cruiser  recorded  the  total  height, 
diameter  breast  high,  percent  live  crown,  and 
species  of  each  tree  selected  by  this  method 
on  each  plot  within  the  test  area.  The  num¬ 
ber  of  plots  varied  because  of  the  character¬ 
istics  of  the  stand,  bill  was  always  sufficient 
(0  give  All  accurate  representative  sample  of 
the  stand  according  to  s.andard  cruise  tech¬ 
niques  for  merchantable  timber. 

Two  sots  of  cruise  data  were  compiled 
for  these  areas  —  one  based  on  merchantable 
volume,  the  description  most  oasily  visualized 
by  a  field  forester;  the  other  including  all 
trees  with  4-inch  and  larger  diameters. 
Merchantable  volume  probably  relates  more 
closely  to  a  stand’s  detection  potential.  A 
complete  description  of  the  cruise  data  is 
included  in  Appendix  I,  and  is  summarized 
in  table  1. 


Table  I .  —  Cruise  information  from  Phase  II  test  areas  by  timber  type 


•Scribner  log  rule  teas  used  lor  all  merchantable  volumes 
ehaniablc  trees  a  inches  tl.b.h.  and  larger  (by  2-ineli  classes). 
-Estimated  by  aerial  photos  over  test  areas. 


Cruise  nullities  all  mer 


A  four-man  ground  crow  placed  charcoal 
hunt  sources  within  each  of  the  test  areas. 
Five  standard  target  buckets  were  used  in 
each  firo  array;  total  target  surface  area  thus 
amounted  to  6  square  feet.  The  fire  array 
locations,  as  previously  mentioned,  were  se¬ 
lected  within  the  stand  to  afford  maximum 
obscuration.  The  locations  were  spaced  to 
assure  separation  of  arrays  on  the  imagery 
and  allow  (argot  identification.  At  each  lo¬ 
cation  a  random  compass  bearing  was  deter¬ 
mined  and  the  first,  bucket  in  tho  target 
array  pattern  placed  on  this  bearing  at  either 
3,  6,  9,  12,  or  16  feet,  from  the  chosen  plot 
center.  The  remaining  four  buckets  were  then 
spaced  as  evenly  as  tree  boles  would  permit 
(fig.  6)  on  the  circumference  of  this  circle. 
Subsequent  placing  of  the  buckets  on  tho 
circumforonco  of  larger  circles  simulated  a 
slow  burning  firo  as  it  spreads  over  a  larger 
area. 

Aircraft  altitude  was  maintained  at  8,000 
feet  over  terrain.  Navigation  ulong  tho  Night 
path  was  accomplished  by  visually  alining  the 


O  uNOccupeo  rise  locations 
♦  OCCOPIEO  FINE  LOCATIONS 


Figure  6.  —  Fire  army  t;<r«<«t  pattern. 


aircraft  with  three  high-intensity  rotating 
beacons.  Oii«  beacon  was  located  within  the 
tost  urcu  and  the  other  two  wore  placed  2 
miles  from  tho  tc*d  area  in  either  direction 
along  the  flight,  path.  The  equipment  oper¬ 
ator  was  aided  in  starting  the  Polaroid  camera 
at  the  proper  point,  by  an  unobscured  signal 
fire  that  appeared  on  the  6-inch  monitor  as 
tho  nircraft  approached  the  area. 

Fight  firo  arrays  wore  used  on  each  test. 
At  the  beginning  of  each  test  the  five  buckets 
were  arranged  on  tho  circumforonco  of  a 
3-foot,  circle.  With  the  scanner  oriented 
straight,  down,  a  pair  of  passes  was  completed 
from  opposite  directions  and  the  imagery 
examined.  If  14  of  the  possible  16  detections 
were  accomplished,  the  scanner  was  tilted 
forward  on  additional  10"  and  the  fires  viewed 
from  this  larger  angle  on  the  next  two  passes. 
If  fewer  than  M  firo  arrays  were  detected, 
the  scannor  was  loft  in  the  same  position, 
the  fire  radius  increased  by  3  feet  and  the 
imagery  from  the  next  two  passes  examined. 
Firo  radius  was  increased  in  3-foot  increments 
and  passes  wore  repeated  until  satisfactory 
results  (14  out  of  16  targets)  were  attained, 
or  until  a  15-foot  maximum  radius  circle  was 
roachod  at.  each  aspect,  ang  *.  After  tests 
over  the  eight  fire  arrays  w»  re  completed, 
the  fires  were  moved  to  eight  alternate  loca¬ 
tions  and  the  test  cycle  repeated. 

DISCUSSION  OF  RESULTS 

If  horizontal  ground  coverage  (path widths 
of  10  miles)  was  to  bo  attained  from  the 
normal  operational  altitude  ot  propeller- 
driven  aircraft,  it  was  essential  to  accomplish 
detection  at  angles  approaching  (SO  .  Satis¬ 
factory  data  were  limited  to  vertical  angles 
of  50“  in  spite  of  every  effort  to  obtain  reliable 
data  on  the  critical  60  vertical  angle.  The 
increment  from  50  to  (>o  was  important 
because  of  the  increased  ground  coverage  per 
degree  at  these  large  oblique  angles. 

Two  samples  of  imagery  of  the  larch— 
Douglns-fir  test  area  arc  shown  in  figure  (>. 
Figure  6/1  shows  the  raw  data  trom  one  of 
the  passes  that  established  the  detection  prob¬ 
ability  at  20  .  This  sample  shows  successful 
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Figure  G.  —  Sample*  of  flitdit  <e*t  Imagery:  A, 
Imagery  obtained  with  scanner  tilted  at  20’; 
fi,  imagery  with  »ennner  tilted  at  50°. 

detection  of  onclt  of  the  night  fire  arrays. 
Figure  (IB  shows  two  targets  detected  at  50  ; 
closo  examination  reveals  at  least  four  targets 
from  which  radiation  penetrated  the  cunopy. 
vot.  the  system  failed  to  separate  them  ade¬ 
quately  from  the  background.  These  four 
targets  were  considered  submarginal  because 
an  imago  interpreter  on  a  fire  patrol  mission 
would  have  trouble  making  a  positive  identi¬ 
fication.  Marginal  targets  could  be  made  more 
prominent  by  adding  a  pulse-height  discrimi¬ 
nation  capability  to  the  system. 

In  an  effort  to  simulate  a  spreading  fire, 
five  1 -square-foot  heat  sources  were  placed 
on  a  3-foot-radius  circle  and  subsequently 


moved  by  3-foot- radius  increments  to  a  maxi¬ 
mum  radius  of  lf>  feet. 

Data  wero  recorded  by  fire  radius  classes, 
scan  anglo  increments,  and  flightpnes  num¬ 
bers.  The  raw  data  wero  then  refined  into 
composite  value;  for  each  fire  radius  class 
within  each  of  the  10”  scan  angle  increments. 
These  data  are  shown  graphically  (figs.  7 
through  10) .  This  analysis  showB  an  increase 
in  detection  probability  corresponding  to  an 
increase  in  fire  radius.  The  maximum  detec¬ 
tion  probability  occurs  in  the  range  between 
0-  and  12» foot  radius  fire  arrays. 

Proper  interpretation  of  these  results,  as 
they  relate  to  a  spreading  fire  with  hot  spots 
remaining  inside  the  perimeter,  excited  con¬ 
siderable  discussion,  An  extrapolated  percent 
detection  was  calculated  in  tho  following 
manner. 

For  each  iitnbor  typo  and  aspect  angle, 
the  imagery  was  examined  by  consecutive  3* 
foot-radial  increments.  An  individual  target 
array  detected  at  a  given  fire  radius  was  as¬ 
sumed  to  be  detectable  at  all  larger  radii. 
Positive  detection  results  wore  accumulated 
by  3-foot- radial  increments  at  each  of  the 
eight  target,  locations  in  the  test  area.  The 
final  radiuB  at  which  00+  percont  detection 
for  tho  test  area  occurred  was  recorded  for 

(tjtpn  nciwv'J  niwrln  *msl  i\mn  TnKIn  *) 

-i...|-VW  «**4f>*V  V*-M*/V*  pv>  *  M 

is  a  synopsis  of  the  accumulative  defection 
results. 

It.  is  important  to  remember  that  tho 
3-ioot  fire  size  represents  6  square  feet  of 
fire;  the  6-foot  lire  size,  10  square  feet  of  fire; 
etc.  Figures  11  through  H  give  the  accu¬ 
mulative  detection  probabilities  versus  aspect 
angle  for  the  several  test  areas.  The  ratio 
of  detected  targets  to  a  total  number  of  tar¬ 
gets  in  the  sample  is  included  on  each  graph. 

The  detection  probability  thus  measured 
is  conservative.  The  fire  plots  were  selected 
in  the  densest  portions  of  the  test  stands. 
This  analysis  does  not  account,  for  any  energy 
radiated  in  less  than  threshold  amounts.  The 
results  of  this  accumulative  detection  analysis 
establish  lower  bound  detection  probabilities 
for  fires  in  timber  stands  similar  in  density 
and  composition  to  the  *.>st  stands. 
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Table  2.  —  Accumulative  detection  results  for  multiple  target 

configurations 
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to  precisely  locate  the  target  area  during  the 
maneuver  could  not  be  achieved. 

One  mission  detected  one  out  of  five 
charcoal  fires  (each  was  a  five-bucket  array) 
placed  in  the  900-square-mile  patrol  area. 
The  ground  crew  observed  that  the  naviga¬ 
tion  techniques  used  did  not  place  the  air¬ 
craft  in  position  to  detect  the  remaining  four. 
Four  other  hot  spots  were  detected  on  the 
mission,  however;  these  targets  coincided  with 
known  campground  locations.  The  one  test 
fire  detected  was  accurately  located  through 
use  of  infrared  imagery  and  existing  aerial 
photographs.  The  fire  detection  patrol  flights 

SUMMARY, 

At  the  end  of  Phase  II  many  factors  were 
evident  that  affected  the  realization  of  the 
project  goals.  Their  scope  is  best  presented 
in  the  following  outline: 

1.  Accomplishments 

a.  Equipment  performance  and  data 
acquisition  techniques  provided  reproducible 
detection  measurements. 

b.  Information  about  detection  prob¬ 
ability  was  obtained  for  the  four  representa¬ 
tive  coniferous  timber  types. 

c.  A  qualitative  list  of  requirements 
for  an  operational  system  was  being  acquired, 

2.  Problems  yet  unsolved 

a.  Instrumentation  a  n  d  navigation 
problems  limited  the  detection  data  to  aspect 
angles  of  less  than  50°. 

b.  The  large  number  of  submarginal 
target  observations  indicated  inadequate  sys¬ 
tem  sensitivity. 

c.  The  high  speed  nature  of  flight  tests 
does  not  facilitate  precise  observation  of  tim¬ 
ber  obscuration  factors. 

d.  Aircraft,  navigation  and  altitude 
capabilities  of  the  present,  aircraft  are  inade¬ 
quate. 

3.  Proposed  equipment  modifications 

a.  An  aircraft  capable  of  flying  at 
higher  altitude  and  providing  at  least  a  mini¬ 
mum  of  operator  comfort  must  be  acquired. 


during  Phase  II  demonstrated  that  the  rela¬ 
tively  simple  navigation  techniques  used  will 
not  satisfy  patrol  requirements. 

The  Beechcraft  AT-U  aircraft  was  unable 
to  operate  at  15,000  feet  above  terrain,  the 
altitude  needed  to  attain  10-mile-wide  cover¬ 
age  utilizing  a  120°  scan.  Limitations  on  air¬ 
craft  fuel  and  oxygen  supply  made  attempts  to 
perform  extended  high  altitude  tests  imprac¬ 
tical.  The  aircraft  could  not  attain  altitudes 
necessary  to  investigate  the  detection  limits 
for  unobscured  5-square- foot  sources.  The 
unheated,  unpressurized,  and  cramped  in¬ 
strumentation  space  seriously  degraded  the 
performance  of  the  equipment,  operators. 

PHASE  II 

b.  The  aircraft  must  have  a  better 
navigation  capability. 

c.  The  scanner  system  modifications 
should  include: 

(1)  an  increased  electronic  band¬ 
pass, 

(2)  the  addition  of  a  pulse-height, 
discrimination  circuit,  and 

(3)  the  addition  of  a  rapid  process, 
continuous  strip  photographic 
readout. 

4.  Proposed  program  modifications 

a.  The  technical  competence  of  the 
project  should  be  broadened  by  acquiring  ad¬ 
ditional  professional  personnel,  including  U.S. 
Forest  Service  pilots  and  technical  personnel. 

b.  Experimental  reorganization  should 
include: 

(1)  the  addition  of  a  mountain  top- 
fixed  platform  study  of  can¬ 
opy  obscuration  parameters 
and 

(2)  the  division  of  the  flight  pro¬ 
gram  into  two  separate 
studies: 

(a)  Fire  detection  studies  in 
the  various  timber  types 
and 

(b)  Wildfire  patrol  and  navi¬ 
gation  problems. 
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PHASE  III  TEST  PROGRAM 


OBJECTIVES 

The  goals  of  the  1964  season,  delineated 
in  a  test  plan,  are  summarized  as  follows: 

1.  The  infrared  system  modifications  were 
to  be  checked  out.  Correlation  was  to  be 
established  with  previous  test  results  by  re¬ 
runs  on  the  lodgcpolc  pine  test  area.  Data 
gathering  and  flight  test  operational  proce¬ 
dures  were  designed  similar  to  those  of 
Phase  11. 

2.  When  equipment  performance  proved 
satisfactory,  flight  tests  were  to  be  run  on 
white  pine  (Pinus  monticola  Dougl.)  and 
coastal  Douglas-fir.  Also,  flight  measure¬ 
ments  were  to  be  extended  to  15,000  feet 
over  terrain  and  60°  aspect  angles  in  repre¬ 
sentative  timber  types.  This  would  complete 
the  preliminary  survey  of  fire  detection  prob¬ 
abilities  for  northwestern  coniferous  timber 
types. 

3.  During  the  lightning  fire  season  (July 
15  to  September  1)  the  problems  of  fire  patrol 
were  to  be  investigated.  The  immediate  goals 
included  familiarization  with  the  navigation 
system  and  comparison  of  effectiveness  of 
infrared  surveillance  with  present  Forest  Scrv- 
ive  methods.  Observations  were  to  include 
the  feasibility  of  early  detection  of  incipient 
fires  and  immediate  dispatching  of  fire  sup¬ 
pression  forces. 

4.  After  tire  lightning  season,  the  scan¬ 
ner  was  to  be  removed  from  the  aircraft  and 
mounted  at  the  previously  selected  mountain- 
top-fixed  platform  test  site.  The  mountaintop 
program  included:  (1)  Extension  of  the 
larch — Douglas-fir  detection  probability  curve 
to  beyond  60 c  and  (2)  the  detailed  investiga¬ 
tion  of  forest  canopy  obscuration  factors. 

FIRE  DETECTION  TESTS 

A  Convair  T-29  aircraft,  equipped  with  a 
Doppler  radar  navigation  system,  was  ac¬ 
quired  on  loan  from  the  IJ.S.  Air  Force.  The 
infrared  instrumentation  was  modified  as 
proposed  at  the  conclusion  of  the  1963  pro¬ 
gram  and  installed  in  the  aircraft. 


The  first  instrumentation  checkout  flight 
was  not  made  until  June  22,  primarily  be¬ 
cause  the  Convair  T-29  uircraft  arrived  late. 
On  June  24,  the  first  extended  night  checkout 
flight  proved  very  encouraging.  The  aircraft 
a  n  d  radar  navigation  system  performed 
beautifully.  The  electronic  instrumentation 
seemed  adequate  at  that  time.  Intermittent 
use  of  the  pulse-  height  discrimination  circuit 
indicated  satisfactory  performance. 

On  June  25,  the  first  attempt  was  made 
at  reproducing  1963  data  for  the  lodgcpole 
pine  test  area.  The  scanning  system  included 
a  new  rapid  process,  continuous  strip  photo¬ 
graphic  readout  (moving  window  display), 
and  a  modified  video  electronic  system.  Pre¬ 
liminary  system  sensitivity  measurements 
were  marginal.  During  the  first  week  in  July, 
a  new  high  resol.... on  cathode  ray  tube  was 
installed  in  the  moving  window  display.  This 
modification  worked  very  well  and  the  photo¬ 
processor  readout  continued  to  perform  im¬ 
pressively  for  the  rest  of  the  season. 

In  the  middle  of  July  the  aircraft’s  electric, 
hydraulic,  and  navigation  systems  became 
unreliable.  During  the  next  two  months  the 
aircraft  went  through  five  extensive  mainte¬ 
nance  periods. 

The  flight  test  program  continued  through 
July  arid  into  August.  Tests  were  made  in 
the  lodgepole  pine  test  area  and  the  white 
pine  test  area  at  Priest  River,  Idaho.  A  single 
fire  patrol  mission  was  flown  on  August  21. 
The  infrared  receiver  and  video  electronics 
continued  to  demonstrate  intermittent  reli¬ 
ability  because  of  excessive  modification. 

During  the  third  week  of  August  it  was 
apparent  that  continued  efforts  to  increase 
the  sensitivity  of  the  present  electronic  and 
receiver  system  would  not  succeed.  Flight 
operations  were  terminated  and  the  instru¬ 
mentation  removed  from  the  aircraft. 

Bench  tests  of  the  infrared  receiver  indi¬ 
cated  it  would  still  operate  satisfactorily  in  a 
stable  ground  environment.  It  produced  satis¬ 
factory  results  during  the  mountaintop  test 
series. 
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FIRE  PATROL 

Equipment  and  Test  Procedure 

The  Doppler  navigation  system,  which 
reads  out  directly  iti  latitude  and  longitude, 
provided  a  suitable  navigation  capability. 
Specifications  for  the  accuracy  of  Doppler 
systems  are  commonly  within  2  percent  of 
track.  If  this  accuracy  could  be  attained,  the 
Doppler  system  would  keep  the  aircraft  within 
2  miles  of  the  proposed  flight  path  on  a  100- 
mile  patrol  run.  This  accuracy  is  near  limits 
which  could  be  tolerated  on  patrol  missions. 

A  1:60,000  aerial  photomosaic  was  made 
of  the  proposed  patrol  area  and  used  as  a 
navigational  aid.  The  photomosaic  was  cut 
into  strips  that  included  the  area  to  be  cov¬ 
ered  on  each  patrol  run.  Latitude  and  longi¬ 
tude  lines  were  marked  on  the  photostrips 
to  describe  locations. 

The  moving  window  display  provided 
rapidly  available  strips  of  infrared  imagery 
that  could  be  compared  to  the  aerial  photo- 
mosaic  to  determine  aircraft  location. 

During  the  detection  missions  it  became 
evident  that  cumulative  errors  in  the  Doppler 
system  would  exceed  the  accuracy  require¬ 
ments  for  patrol  work.  Infrared-aerial  photo- 
interpretation  could  not  provide  the  precise 
information  in  reasonable  time  for  patrol 
navigation.  A  combination  of  the  two  sys¬ 
tems  offered  a  better  chance  for  success. 
Plans  were  made  to  navigate  with  the  Dopp¬ 
ler  system,  and  to  use  the  comparison  of  the 
aerial  photo-infrared  imagery  to  determine 
periodically  true  aircraft  location.  True  loca¬ 
tion  provides  a  basis  for  correcting  accu¬ 
mulated  errors  in  the  Doppler  system.  If 
navigational  procedures  worked  satisfactorily, 
patrol  missions  would  he  flown  after  periods 
of  lightning  activity. 

Patrol  Area 

A  6,000-square-mile  patrol  area  southwest 
of  Missoula  was  selected  because  it  was 
sparsely  populated  and  had  a  history  of  fre¬ 
quent  lightning  occurrence.  A  sparsely  pop¬ 
ulated  area  is  less  likely  to  give  false  alarms 
attributable  to  campers,  vehicle  exhaust,  and 


similar  disturbances.  The  60-mile-wide  patrol 
area  was  bordered  on  the  east  by  a  100-mile 
line  extending  from  Alberton,  Mont.,  south 
to  the  Salmon  River. 

The  area  was  divided  into  seven  8-mile¬ 
wide  patrol  strips.  This  width  was  chosen  to 
give  ample  overlap  on  adjacent  passes,  and 
to  provide  simplicity  for  navigation  because 
adjacent  flight  lines  would  be  separated  by 
10*minutc  increments  of  longitude. 

At  least  three  prominent  topographic  fea¬ 
tures,  such  as  road  intersections  or  lakes, 
were  selected  on  each  proposed  flight  path 
to  serve  as  checkpoints  for  purposes  of  estab¬ 
lishing  true  location  during  the  flight. 

Patrol  Flight 

A  single  patrol  was  flown  on  August  21. 
The  aircraft’s  operational  ceiling  of  18,000 
feet  m.s.l.  limited  the  flight  altitude  to  12,500 
feet  over  average  terrain.  At  this  altitude 
the  120°  scan  angle  gave  4-miie  coverage  to 
either  side  of  the  flight  path. 

During  the  first  pass,  on  a  southerly 
heading  along  strip  I,  we  relied  on  the 
Doppler  system  entiroly.  The  aircraft  began 
the  pass  on  course  and  drifted  consistently 
to  the  west.  This  drift  was  detected  by 
comparing  the  infrared  image  to  the  aerial 
photomosaic.  When  the  pass  was  completed, 
the  Doppler  navigation  was  corrected  by  addi¬ 
tion  of  4  minutes  longitude.  The  pilot  was 
able  to  correct  his  heading  on  the  second  pass 
and  the  drift  was  eliminated. 

The  Doppler  and  scanning  equipment  were 
both  functioning  poorly  during  the  flight; 
however,  it  was  still  possible  to  navigate  the 
desired  course.  Patrol  flights  were  terminated 
at  this  point  because  of  equipment  troubles. 

MOUNTAINTOP  TESTS 

General  Discussion 

A  fixed-mountaintop  scanner  site  was 
established  to  examine  in  detail  those  factors 
which  obscure  targets  and  extend  detection 
data  beyond  the  critical  60°  (fig.  15). 
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Two  advantages  of  a  fixed  site  aro;  (1) 
Operation  is  more  economical  and  (2)  test 
measurements  can  be  observed  for  a  much 
longer  time  than  is  possible  from  a  fast  mov¬ 
ing  aircraft. 

The  only  location  with  suitable  elevation 
(aspect  angle)  and  timber  stand  within  reas¬ 


onable  distance  of  Missoula  is  in  the  Bear 
Creek  Drainage  west  of  Victor,  Mont.  (fig. 
16).  This  precipitous  area  provides:  (1) 
Vertical  aspect  angles  between  45°  and  70°, 

(2)  slant,  ranges  of  3,400  to  7,400  feet,  and 

(3)  a  well-stocked  mature  larch — Douglas-fir 
stand  associated  with  grand  fir,  Engelmann 
spruce,  and  alpine  fir. 


Figure  15.  —  Mountaintop  Manner  installation,  Figure  16. —Teat  area  from  Manner 

location. 


Preparation  of  Program 

The  mountaintop  test  was  designed  to 
supplement  and  extend  the  results  of  the 
flight  program.  Lack  of  previous  experience 
made  the  first  effort  largely  a  trial  run,  and 
most  procedural  details  were  worked  out  on 
the  spot.  The  initial  objectives  of  the  pro¬ 
gram  were: 

1.  The  detection  probal  ility  curves  were 
to  l>e  extended  to  larger  aspect  angles.  Flight 
program  data  had  been  limited  to  angles  less 
than  50". 

2.  The  spatial  distribution  of  sizes  and 
types  of  canopy  obscurations  was  to  be  deter¬ 
mined  over  an  extended  area. 

3.  The  effects  of  background  tempera¬ 
ture,  target  emissive  area,  and  scanner  field 
of  view  on  the  target-to-bnckground  signal 
(St/Sh)  ratio  were  to  be  determined. 


4.  Identifiable  foliage  and  timber  patterns 
were  to  be  related  to  detection  probability 
and  signal  strengths. 

5.  Correlation  was  to  be  determined  be¬ 
tween  target  signal  strengths  and  detection 
probability. 

Test  plots  at  angles  between  45°  and  60° 
at  2°  intervals  were  planned.  Plot  locations 
were  chosen  to  provide  a  homogeneous  Umber 
canopy.  Each  plot  was  100  feet  long  and 
oriented  at  right  angles  to  the  scanner  azi¬ 
muth  (fig.  17).  The  ground  was  cleared  of 
obstructions  for  access  and  preliminary  tim¬ 
ber  cruise  data  were  taken  for  each  plot. 
Test  plots  were  initially  prepared  at  45°,  50°, 
52°,  54°,  56°,  58“,  and  60°,  but  because  of 
ambiguities  in  preliminary  data  at.  these  plot 
locations,  additional  plots  were  constructed 
at  51°,  53°,  55°,  56«/2“,  57°,  60%°,  61°, 
and  69°. 
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To  facilitate  detailed  canopy  measure¬ 
ments,  a  two-dimensional  plot  (50  feet  by 
200  feet)  at  the  45°  aspect  angle  was  >  re- 
pared. 

Instrumentation 

Figure  18  is  a  block  diagram  of  the  scanner 
instrumentation.  The  video  electronics  used 
during  the  flight  program  were  discarded  and 
simple  video  amplifiers  substituted.  This 
provided  an  adequate  but  much  less  sophisti¬ 
cated  video  electronic  and  readout  system. 
The  scanner  was  mounted  so  that  the  scan¬ 
ning  sweep  started  30°  above  the  horizon 
and  swept  down  through  120°  of  elevation 
angle  to  the  vertical.  The  scanning  mirror 
rotated  at  approximately  3,600  r.p.m.  and 
gave  two  scan  sweeps  per  revolution.  Precise 
control  of  scanner  azimuth  allowed  detailed 
observation  of  individual  optical  paths.  Rela¬ 
tive  radiant  intensity  was  measured  in  volts 
at  the  oscilloscope.  Rough  system  calibration 
is  described  below. 

To  eliminate  the  effects  of  reflected  solar 
radiation,  radiometric  test  measurements  were 
made  only  at  night  (1930  hours  to  2400 


hours).  A  100- watt  incandescent  light  was 
located  close  to  the  scanner  so  that  the  crew 
on  the  target  area  could  locate  the  scanner 
at  night  and  make  subjective  estimates  of 
canopy  obscuration. 

The  test  targets  were  14-inch  diameter 
(1.07  square  feet)  fire  buckets,  each  filled 
with  approximately  10  pounds  of  burning 
charcoal  briquettes.  The  same  sources  are 
used  in  the  flight  program  and  have  proved 
to  be  near  black  body,  Lambertian  radiators. 

Figures  19  and  20  are  representative  Pol¬ 
aroid  photos  of  the  oscilloscope  readout. 
Table  3  gives  measurement  data  for  each 
illustration.  Figures  19A  and  B  show  the 
change  in  background  signal  level  over  the 
5-3/4-hour  period  just  after  sunset.  Figures 
19C  and  D  are  of  the  same  1/16-square-foot 
calibration  target.  In  figure  19C  the  labeled 
points  indicate  (A)  the  beginning  point  of 
scanner  sweep,  (B)  the  horizon,  (C)  target 
signal  spike,  and  (D)  end  of  sweep.  The 
space  D  to  A'  is  sweep  dead  time  before  the 
beginning  of  the  next  sweep  at  A'.  On  190 
the  sweep  was  expanded  and  delayed  for  more 
precise  signal  observation. 
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6.  NOTATION  OF  TAROET 
SIGNAL  AMPLITUDE 

Figure  IS.  —  Block  diagram  of  mountaintop  scanner  instrumentation. 


Figures  204  and  D  indicate  enhance* 
ment  of  system  signal-to-noise  (S/N)  ratio 
by  use  of  electronic  filtering  with  12  db  per 
octave  rolloff  above  150  kc. 

Figures  20C  and  D  are  measurements  of 
scanner  resolution;  two  12-briquette  fires  were 
placed  1.7  milliradians  and  2.6  millirndians 
apart,  respectively,  along  the  scanning  line. 

On-the-spot  calibration  was  provided  by 
signals  from  line  arrays  of  a  small  number  of 
individual  1-3/4-inch-square  glowing  bri¬ 
quettes.  Figure  214  is  a  typical  calibration 
curve  (in  this  case  from  50”  plot);  0.2  volt 
was  the  observed  signal  from  one  briquette, 
and  2.5  volts  was  the  signal  from  12  bri¬ 
quettes.  The  system  saturated  at  approxi¬ 


mately  3.5  volts  (fig.  21/1,  taken  at  69°  plot), 
indicating  lack  of  ufficient  dynamic  range 
in  the  voltage  gain  post  amplifier.  Compen¬ 
sation  is  necessary  for  slant-  range  and  Lam¬ 
bertian  effects  botwoen  calibrations  at  the 
different  test  plots, 

Rough  calculations  from  inadequate  cali¬ 
bration  techniques  indicate:  (1)  The  total 
radiant  emission  from  the  standard  targets 
is  approximately  1.7  watts/cm",  or  about  35 
watts  per  briquette;  (2)  the  "calibration”  on 
the  linear  portion  of  the  response  curve  in 
the  spectral  region  of  measurements  gives  a 
system  output  voltage  response  to  effective 
target  emission  of  0.125  vo!t./(watt/sterad- 
inn). 


Table  3.  —  Measurement  parameters  associated  with  figures  19  and  20 


Figure 

no. 

Signal 

Sweep  scale 

Date 

Time 
of  day 

Time 

Scan  angle 

VolU/div. 

Sec./div. 

Degree/div. 

194 

.2 

2  msec, 

45.0 

10/13 

1825 

191? 

.2 

1  msec. 

22.5 

10/14 

0012 

19C 

.2 

1  msec. 

22.5 

9/28 

1850 

19D 

.2 

50  /isec. 

1.12 

9/28 

1853 

204 

.2 

50  nsec. 

.45 

9/14 

2255 

20  D 

.2 

20  /<  sec. 

.45 

9/14 

2250 

20(7 

1.0 

10  /isoc. 

.22 

9/16 

- - 

20  D 

1.0 

10  fisoc. 

.22 

9/16 

— 

20 


Figure  19.  —  Polaroid  photographs  of  oscilloscope  readout:  A  hours,  10/13)  and  If  (0012  hours,  10/14), 

change  in  background  signal  level  over  a  5-3/4-hour  period;  t  and  />  ( l/Ifi-. square- foot  target),  full  scan 
sweep  on  sweep  expanded  and  delayed  for  more  precise  signal  observation  on  />. 
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Figure  20. Polaroid  photographs  of  <fcici!t<>seo|>c  readout:  A%  target  <35,  75)  signal  and  system  noise  with 
no  c’lwironie  filter;  it,  sweep  with  150  ke.  lowjmss  electronic  filter;  4\  measurement  of  scanner 

resolution,  two  fires  I.#  milliijulivuis  apart;  O,  measurement  of  scanner  resolution,  two  fires  2.(i  milli- 
radiaas  apart. 
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Figure  21 —  A,  Instrument  calibration  curve;  li,  enlibration  curve 
timing  nonlinear  response  of  the  voltage  gain  amplifier. 
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Figure  22  —  Finn  view  of  individual 
tree  boles  and  crowns 
within  (he  45*  test  area. 
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Discussion  of  Tests  at  45''  Plot 

Tliis  plot  was  prepared  to  observo  the 
exact  nature  o i  the  timber  canopy  obscura¬ 
tion.  A  gridded  plot  was  laid  out  (45  foot 
by  60  foot)  to  encompass  “sovoral  representa¬ 
tive  tree  crowns,’'  A  plan  view  was  made  of 
all  tree  crowns  and  boles  which  would  obscure 
any  portion  of  the  test  plot  (fig.  22).  For 
this  purpose  it  was  necessary  to  include  trees 
up  to  05  feet  in  front  of  the  gridded  area. 

The  45“  plot  grid  locations  are  roforrod 
to  by  the  abscissa  and  ordinate,  resixsetively, 
of  figure  22,  and  have  the  dimensions  of  feet, 
from  the  extreme  southwest  comer  of  the 
tost  area, 


Radiation  measurements  (i.o.,  scanner 
signal  voltage)  were  made  from  a  1.07-aqunro- 
foot  target  placed  successively  at  each  l- 
squnro-foot  grid  increment  throughout  the 
46-  by  50-foot  plot.  Figure  23  shows  a  signal 
voltage  profile  of  the  45°  area.  Signals  were 
recorded  by  0.1-volt  increments.  The  only 
system  calibration  available  is  that  which  was 
extrapolated  to  46"  from  the  60  plot.  For 
the  qualitative  nature  of  this  report  the  50 
calibration  curves  are  adequate  for  the  46" 
data.  For  precise  extrapolation  to  45”,  multi¬ 
ply  the  abscissa  of  the  50°  calibration  curves 
by  1.33  (fig.  21A). 

In  addition,  a  limited  number  of  larger 
fire  arrays  was  investigated  to  determine  the 


PLOT  COCaWNATES  PCWCNCICUAR  TO  SCAWtfl  AZIMUTH  <F«T) 
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Figure  23.  —  Signal  voltage  profile  of  •S5''  t«*t  area,  from  1-squaro-foot  charcoal  sources. 
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A  B 

Figure  24  —  4.  A/ciumiltUtve  |x?rcont  o(  total  observations  versus  sittnul  strengths  (or  1*.  2*.  3*.  and  &• 
squnrc-loot  turn»>ts;  At,  frequency  of  occurrence  of  equivalent  unobserved  source  sizes  ( I  •square. foot 
targets  at  45*). 


effect  that  increased  fire  area  Ims  on  detec¬ 
tion  probability.  'lire  accumulative  percent¬ 
age  of  signal  strengths  to  total  samples  (i.o., 
percent  detection  versus  detection  voltage 
threshold)  is  shown  in  figure  2<M  for  four 
sizes  of  fires:  1,  2,  3,  uud  5  square  feet  of 
fire  area.  The  1-,  2-,  and  3-square-foot 
sources  wore  buckets  placed  close  together: 
the  5-square-foot  source  was  the  standard 
5-bucket  array  on  a  3-foot-radius  circle. 

Comparison  of  figures  24/t  and  21/1  will 
indicate  the  denseness  of  canopy  obscura¬ 
tions:  e.g.,  about  (>0  percent  of  the  observa¬ 
tions  of  5-square-foot  targets  bad  unobseured 
areas  smaller  than  12  briquettes  (0.25-square- 
foot)  or  were  more  (ban  95-pommt  obscured. 
The  relative  differences  of  the  1-  to  2-square- 
foot ,  2-  to  3-square-foot,  and  3-  to  5-square- 
foot  lurgot  curves  suggest  a  measure  of  ob¬ 
scuration  sizes  and  distribution.  (The  large 
number  of  very  small  signals  indicates  the 
desirubi’ity  of  improving  scanner  system 
sensitivity.)  Note  also  that,  relative  to  the 
calibration  curve  (fig.  21/1).  the  1-squnre-foot 
target  (2.5  v.)  does  not  increase  its  detection 
probability  after  showing  through  the  canopy 
an  emissive  area  of  approximately  15  square 
inches  (i.o.,  equivalent  to  about  five  bri¬ 
quettes).  Figure  21/>  indicates  the  frequency 


of  occurrence  of  equivalent  unobscured  can¬ 
opy  “hole”  sizes  (from  all  four  fire  sizes). 

The  large  number  of  small  signals  indi¬ 
cates  that  the  open  transmission  paths  are 
generally  very  small.  Photographs  of  the 
timber  canopy  support  this  observation  (fig. 
25).  Those  high  contrast  photographs  depict 
the  nature  or  the  timber  canopy  obscurations. 
The  camora  was  tilted  up  45  .  The  scanner 
is  located  near  the  center  of  each  frame.  The 
numbers  in  parentheses  me  ordinate  and 
abscissa,  respectively,  of  plot  locations  evenly 
spaced  throughout  the  area.  Figure  26  pro¬ 
vides  more  detail  of  the  canopy  obscuration 
These  piot  locations  were  selected  as  repre¬ 
sentative  of  the  full  range  of  observed  signal 
strengths.  The  smaller  details  of  the  canopy 
obscurations  correlate  more  closely  with  sig¬ 
nal  str«...,,.th  (see  also  fig.  23).  The  observa¬ 
tions  demonstrate  the  existence  and  signifi¬ 
cance  of  a  large  number  of  transmission  paths 
of  small  cross  sections  associated  with  the 
small  signals. 

These  observations  establish  the  existence 
of  a  large  number  of  relatively  small  signals 
near  detection  threshold  levels.  Cursory  com¬ 
parison  of  figures  21  through  26  shows  the 
qualitative  dependence  of  detection  probabil¬ 
ity  on  (1)  the  canopy  "bokC  size  and  fre- 
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ordinate  associated 


queney  of  occurrence,  and  (2)  the  dispersion 
of  trees  throughout  the  tindier  stand. 

It  is  inferred  from  these  examinations  that 
(1)  a  significant  number  of  detections  was 
accomplished  with  canopy  obscurations  as 
great  as  90  to  95  percent,  (2)  the  smaller 
transmission  holes  are  distributed  at  about 
1-foot  intervals,  and  (3)  the  sizes  of  the  large 
obscured  areas  and  relatively  unobscured 
areas  roughly  span  a  small  (1  to  3)  number 
of  individual  tree  crowns. 


A  detection  probability  (i.e.,  percent  posi¬ 
tive  observations)  was  calculated  for  the  re¬ 
spective  1-,  2-,  3-,  and  5-square-foot  sources 
for  45°  plot  as  follows: 


Fire  size 
(Square  feet) 
1 
2 
3 
5 


Percent  detection 
( Percent) 

37 

51 

63 

82 


The  signal  profile  of  figure  23,  demon¬ 
strates  the  inhomogeneous  distribution  of 
positive  detection  reports.  The  question 


arises:  ’Is  the  test  plot  (45  by  50  feet)  large 
enough  to  be  considered  representative  of  the 
timber  stand?  Starting  arbitrarily  at  the 
center  of  the  plot,  several  square  areas  of 
increasing  size  were  considered.  In  each  of 
these  areas  the  percentage  of  positive  signals 
was  noted  and  graphed.  Percent  detection 
lias  not  yet  stabilized  when  the  limits  of  the 
plot  edge  are  reached  (fig.  27).  Considera¬ 
tion  of  tree-shape  factors  (i.e.,  projected 
crown  height/width  ratio)  and  distribution  of 
trees  indicates  that  the  plot  should  be  ap¬ 
proximately  twice  as  deep  (90  to  100  feet) 
and  that  the  present  width  (50  feet)  is  suf¬ 
ficient  for  representative  sampling. 


Detection  Predictions  at  45° 

For  Spot  Fire  Models 

The  detailed  signal-obscuration  profile  of 
the  45°  plot  (fig.  23)  provided  the  oppor¬ 
tunity  to  examine  the  probability  of  detect¬ 
ing  different  model  spot  fires.  By  superim¬ 
posing  a  template  of  a  model  fire  on  the  signal 
profile  of  figure  23,  detection  was  predicted 
by  observing  signals  falling  within  the  model. 


Figure  27.  —  Measured  percent  of  positive  detections  as  a  function  of  increasing  test  plot  size. 
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Three  lire  model  configurations  were  con¬ 
sidered:  (A)  A  solid  burning  circular  area; 

(B)  a  1-foot-wide  circular  burning  ring;  and 

(C)  five  1 -square- loot  burning  areas  random¬ 
ly  spaced  around  a  circle.  The  fire  radius 
was  varied  for  each  model.  Detection  prob¬ 
ability  at  80  random  plot  locations  for  each 
configuration  was  evaluated  as  a  function  of 
"fire”  radius.  Positive  detection  was  recorded 
when  a  positive  scanner  signal  fell  within 
the  "burning”  fire  area.  Results  of  this 
analysis  are  plotted  in  figure  28,  curves  \, 
B,  and  C.  Also  examined  was  the  effect  of 
increased  detection  signal  threshold  on  the 
detection  probability  for  the  circular-ring  fire 
(fig.  28,  curves  D  and  E).  Qualitatively,  these 
higher  thresholds  decreased  the  detection 
probability,  as  was  expected. 

The  probability  of  detection  does  not  in¬ 
crease  significantly  for  fires  larger  than  9  feet 


in  radius  (fig.  28,  curve  C  (the  five-fire 
array)).  This  may  indicate  that  9  feet  is 
the  normal  radius  of  influence  of  any  tree 
or  group  of  trees.  This  correlates  nicely  with 
inferences  of  the  same  effect  observed  from 
the  flight  data. 

The  distance  to  the  nearest  positive  signal 
from  each  fire  center  was  recorded  (histogram, 
fig.  29).  In  no  case  was  the  fire  center  more 
than  5  feet  from  at  least  one  positive  signal. 
This  indicates  that  a  spot  fire  started  any¬ 
where  under  this  canopy  would  become  ob¬ 
servable  sometime  before  it  had  grown  to  a 
5-foot  radius. 

Evaluation  of  the  sum  of  signal  intensities 
within  each  modeled  burning  area  is  usually 
a  more  reliable  prediction  of  detection  prob¬ 
ability.  These  sums  should  then  be  examined 
with  varying  signal  intensity  detection  thresh- 
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DISTANCE  FROM  FIRE  CENTER  TO  NEAREST  POSITIVE  SIGNAL  (FT) 

Figure  2d.  —  Frequency  distribution  of  distances  from 
random  locations  to  nearest  positive  detection. 


olds.  This  evaluation  will  be  one  of  the 
goals  for  experiment  redesign.  Accurate  tech¬ 
niques  for  calibration  and  test  area  enlarge¬ 
ment  are  required  if  the  sampling  is  to  be 
more  representative  of  the  timber  stand. 

Detection  probability  for  the  models  is 
inherently  low.  The  larger  “burning”  area 
of  the  models  may  have  subtended  several 
small  transmission  paths  that  would  have 
added  up  to  a  positive  detection  report;  how¬ 
ever,  these  paths  individually  could  have 
attenuated  the  1-square-foot  targets’  trans¬ 
mitted  intensity  below  the  ,1-volt  detection 
threshold  resulting  in  a  negative  detection 
prediction. 

A  rough  evaluation  was  made  to  investi¬ 
gate  the  significance  of  integrating  over  sev¬ 
eral  minute  transmission  paths.  Although  the 
radiation  ntensity  from  a  single  small  trans¬ 
mission  path  may  be  below  the  level  of  de¬ 
tection  threshold,  the  total  radiation  from 
several  such  paths  may  be  great  enough  to 
give  positive  detection.  While  taking  samples 
for  fire  model  A  (solid  circular  fire),  each 
positive  detection  signal  strength  that  fell 
within  an  individual  “burning”  area  was  re¬ 
corded.  Eighty  random  samples  were  taken 
of  each  fire  size.  The  frequency  of  occur¬ 
rence  of  signal  strengths  versus  fire  size  is 
plotted  in  figure  30. 


Several  observations  are  worth  noting.  In 
each  case,  fewer  than  1  percent  of  the  signals 
were  in  the  2.5-  to  3-volt  interval.  The  per¬ 
centage  of  signals  stronger  than  3  volts 
increases  slowly  with  fire  size.  The  distribu¬ 
tion  of  small  and  intermediate  signals  tends 
to  gather  into  fewer  signal  strength  incre¬ 
ments  as  fire  size  increases.  And  the  mean 
signal  strength  of  this  group  tends  to  larger 
values  with  larger  fire  size.  From  these 
observations  we  may  conclude:  (1)  The  total 
radiation  from  the  smaller  transmission  paths 
(individually  below  system  threshold)  ac¬ 
counts  for  the  dependence  of  detection 
probability  on  detection  signal  threshold,  and 
(2)  the  smaller  holes  may  be  spatially  dis¬ 
tributed  in  a  more  homogeneous  manner  than 
the  larger  transmission  paths. 

Lack  of  adequate  calibration  and  timber 
cruise  measurements  forces  us  to  defer  the 
rigorous  statistical  correlation  of  these  param¬ 
eters  until  more  reliable  data  are  produced. 

Appendix  V  includes  a  brief  discussion  of 
theoretical  approaches  to  timber  canopy  ob¬ 
scuration. 

Detection  Probability  Beyond  45° 

Measurements  were  made  at  16  different 
angles  beyond  45  vertical  angle.  The  target 
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FREQUENCY  D/STRfBUTlON,  PERCENT  OF  TOTAL  POSITIVE  SIGNALS 
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array  of  five  buckets  on  the  3- foot  radius 
was  used  exclusively.  A  1/ 16-square-fool 
signal  bucket  was  used  on  each  run  for  scan¬ 
ner  orientation  and  calibration.  Measure¬ 
ments  of  detection  and  signal  strength  were 
made  at  50  random  points  along  100-foot, 
lines  at  each  scanner  angle.  Some  of  the  gross 
variations  may  be  explained  by  slope  of  ter¬ 
rain,  species  composition,  and  stand  character, 
but  it-  was  not  possible  to  normalize  these 
data  to  obtain  a  smooth  detection  versus 
angle  curve. 

The  angular  dependence  results  are  pre¬ 
sented  (fig.  31)  as  raw  data;  i.e.,  no  at¬ 
tempt  was  made  to  normalize  the  individual 
points  to  average  stand  characteristics.  At 
present  we  can  only  acknowledge  that  the 
points  are  very  ragged. 

After  the  detection  data  were  taken,  ex¬ 
tensive  timber  cruise  measurements  were 


mode  on  five  representative  lines.  Stand 
density  data  were  recorded  adjacent  to  and 
in  front  of  the  five  plots  that  showed  the 
largest  differences  in  percent  detection.  No 
correlations  have  been  found  between  percent 
detection  and  any  of  the  following:  bole 
diameters,  number  of  trees  per  acre,  tree 
heights,  basal  area,  crown  weights,  or  arbi¬ 
trary  visual  estimates  of  crown  density.  Two 
significant  correlations  were:  (1)  Tho  greater 
the  amount  of  larch  or  Douglas-fir  present, 
the  greater  was  percent  detection,  and  (2) 
conversely,  concentrations  of  Engehmum 
spruce,  alpine  fir,  and  grand  fir  tended  to 
lower  the  detection  probability. 

The  most  prominent  observable  factors 
about  the  test  lines  were; 

1.  The  50  line  had  10“  favorable  slope. 

2.  Measurements  on  the  61  line  were 


Figure  31— Percent  detection  versus  aspect  angle  for  several  detection  signal  thresholds. 
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Figure  32.— Phase  II,  larch— 
!><nigl<ts- fir  flight  data  to  50’ 
extended  pMt  60’ 
by  the  mountuintop 
test  data. 


unique  in  that  they  wore  taken  on  a  very 
windy  night.  Also,  the  timber  was  largely 
intolerant  species  (i.e.,  "easy  site”). 

3.  The  60°  line  was  a  short,  distance  from 
the  creek  and  had  a  dense  understory  of 
Pacific  yew  ( Taxus  brevifolia  Nutt.)  brush. 
Measurements  made  after  this  brush  was  re¬ 
moved  increased  detection  from  10  to  36  per¬ 
cent. 

4.  Lines  60 u,  60i/i\  and  61°  were  within 
a  short  distance  of  one  another,  progressing 


from  wet  ground  near  the  creek  toward  a  dry 
slope  occupied  by  intolerant  species. 

However,  foresters  predicted  that  variation 
of  detection  probability  would  depend  more 
on  changes  in  anglo  around  the  60°  -  61°  area 
than  on  differences  in  timber  typo.  This  is 
evidently  not  true.  Most  of  the  statistical 
ambiguities  in  the  detection  probability  — 
timber  cruise  correlation  can  be  attributed  to 
inadequate  sample  size  for  the  measurements. 

In  spite  of  the  odd  character  of  figure  31, 


Figure  33. — Frequency  of 
occurrence  for  all 
5-squaj  c-foot  target  arrays, 
45’  to  69’,  by 
signal  strength. 
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there  is  no  reason  to  expect  that  these  meas¬ 
urements  do  not  qualitatively  describe  the 
existing  physical  conditions. 

To  interpolate  the  detection  probability 
versus  aspect  angle  data  between  the  ono-look 
method  of  the  flight  program  and  the  motm- 
taintop  test  sorics,  a  detection  criteria  rela¬ 
tionship  between  the  two  must  be  established. 
Targets  observed  on  the  flight  imagery  were 
detected  when  the  target  intensity  exceeded 
the  maximum  background  intensity.  The 
criteria  that  mountain  top  target  signals  must 
exceed  the  peak  background  signal  (described 
in  Appendix  IV)  established  0.2-volt  as  the 
appropriate  detection  threshold.  When  used 
us  an  extrapolation  of  the  flight-  data  (fig.  32), 
the  mountaintop  data  look  a  little  bettor. 

Pursuant  to  geometric  considerations  dis¬ 
cussed  in  Appendix  IV,  the  best  fit  (Cosnd) 
curve  was  adjusted  to  the  data  and  statisti¬ 
cally  tested.  The  best  fit,  n  ss  1.40,  gave  an 
R.M.S.  standard  error  of  measurements  of 
13.3-percent  error  and  an  expected  ±2.6- 
percent  error  at  the  95-percent  confidence 
level. 


The  frequency  of  occurrence  of  signal 
strengths  for  all  data  on  the  3-foot-radius 
five  file  arrays  is  shown  in  figure  33.  It  is 
interesting  to  note  the  test  observer’s  personal 
preference  for  integral  and  half-integral  volt¬ 
age  values.  Tho  relation  botwoon  porcent 
detection  and  mean  signal  strength  at  oaeh 
of  the  test,  plots  was  examined  with  the 
Spearman  Rank-Order  (Rho)  correlation  co¬ 
efficient,  r.  The  resultant  corrected  correla¬ 
tion  was  r  =  +.98,  or  approximately  a  1-to-l 
relation  between  the  two  sets  of  measure¬ 
ments.  This  correlation  is  logical  and  has  been 
assumed  in  the  past.;  however,  it  had  not  \een 
previously  justified  by  rigorous  argument. 

The  accumulative  percent  detection  for 
successively  larger  detection  signal  thresholds 
is  presented  in  table  4  for  all  data  on  3-foot- 
radius  fires,  and  in  these  angular  increments: 
45°,  50°  to  54*.  55°  to  59°,  and  60°  and 
greater.  This  was  an  attempt  to  smooth  out 
the  detection  probability  versus  angle  data 
and  to  examine  the  effects  of  higher  detec¬ 
tion  threshold.  The  smoothing  effect  directly 
resulted  from  fewer  but  larger  angle  classes 


Table  4.  —  Percent  detection  for  various  signal  level  thresholds, 
_  at  aspect  angles  45°  to  60° 


Defection 

signal 

threshold 

(Volts) 

Aspect  angle  increment 

45° 

50° -54° 

55“  -59“ 

+  60° 

•  -  -  -  Percent  -  *  -  -  -  - 

0.0 

100 

100 

100 

too 

.1 

82 

55 

53 

40 

.2 

76 

40 

42 

26 

.3 

60 

35 

34 

16 

.4 

55 

32 

30 

13 

.5 

49 

25 

26 

9 

1.0 

43 

24 

21 

6 

1.5 

28 

12 

11 

1.6 

2.0 

23 

9 

7 

1 

2.5 

22 

6 

4 

3.0 

16 

5.8 

3 

3.5 

14 

5 

2 
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encompassing  a  greater  numbor  of  measure* 
inent  samples  per  class. 

It  appears,  then,  that  about.  300  to  GOO 
individual  measurements  are  necessary  to  es¬ 
tablish  u  reliable  detection  probability  in  a 
given  timber  typo  at  a  given  aspect  angle. 

Summary  of  Mountaintop  Test  Series 

I'ho  original  objectives  of  the  mountaintop 
test  have  not  yet  been  met.  This  test  was 
planned  as  the  first  of  a  series  of  possibly 
two  or  three  tests.  The  first  eflort.  was  suc¬ 
cessful  in  that  it  yielded  information  about 
the  relative  value  of  several  obscuration 
parameters. 

Among  the  deficiencies  are: 

1.  Sampling  of  percent  doteolion  versus 
ungle  was  poor  and  inadequate.  It  is  evident 
now  that  representative  sampling  will  require 
test  plots  three  to  five  times  larger  than  those 
used.  Up  to  600  data  samples  per  plot  will 
he  necessary. 

2.  The  timber  cruise  measurements  were 
inadequate  for  correlation  with  signal  obscura¬ 
tion  data, 

3.  Human  bias  in  the  recording  of  tho 
data  was  obvious. 

4.  The  limited  dynamic  range  and  non¬ 
linearity  of  the  electronic  amplifiers  intro¬ 
duced  uncertainties  into  the  data. 


5.  Calibration  techniques  wore  inadequate 
for  reducing  data  to  roliablo  absolute  units. 

The  positive  results  of  the  test  include: 

1.  The  uniquo  instrumentation  require¬ 
ments,  logistics  problems,  and  site  preparation 
are  now  familiar. 

2.  The  general  trend  of  i>orcent  detection 
versus  angle  is  established. 

3.  The  cause  and  importance  of  the  largo 
number  of  very  small  signals  have  been  iden¬ 
tified. 

Tho  usefulness  of  five  separate  buckets  in 
the  standard  test  array  has  been  questioned 
and  discussed  at  length.  Tho  use  of  five 
separate  sources  in  one  target  array  does 
introduce  N'  times  the  minimum  acceptable 
number  of  unknowns  in  any  detection  prob¬ 
ability  equation;  e.g.,  five  separate  measure¬ 
ments  of  a  single  bucket  "should”  more  pre¬ 
cisely  measure  detection  probability.  With  a 
five-bucket  array,  one  does  not  know  which 
bucket  is  obscured  and  which  is  producing 
a  positive  detection  signal. 

Results  of  the  first  mountaintop  effort 
should  be  regarded  as  inconclusive.  However, 
these  results  will  be  roviewed  continually  as 
criteria  for  experimental  design  for  the  con¬ 
tinuation  of  the  program. 
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CONCLUSION 


SUMMARY  OF 
PHASES  I,  II,  ANO  III 

During  tho  3  yoars  of  the  development 
and  field  evaluation  of  an  infrared  detection 
system,  many  limiting  factors  have  been 
identified,  equipment  has  been  produced  to 
ovorcomo  some  of  tho  limitations,  and  somo 
data  have  been  generated  on  which  feasibility 
can  be  judged.  Excopt  in  situations  where 
the  patrol  area  is  small  and  well  defined, 
the  usefulness  of  daytime  patrol  is  limited. 
The  probability  of  detecting  small  fire  targets 
as  a  function  of  flight  pnthwidth  in  four 
representative  timber  types  is  qualitatively 
defined.  For  detection  purposes  tho  four 
species  tested  are  in  two  classes  us  follows: 
(1)  “easy”  detection  class,  including  larch — 
Douglas-fir,  lodgepolo  pine,  and  pondoroaa 
pine;  and  (2)  "difficult"  detection  class, 
Engtduiuim  spruce. 

Operational  feasibility  of  an  infrared  fire 
patrol  system  ultimately  is  judged  on  its 
capability  for  detection  under  various  mens. 

imnKIn  artM/liljrtrtu  r»f  frtrrtot  nn/l 

Instrumentation  used  to  measure  any  phe¬ 
nomenon  must  have  sufficient  sensitivity.  A 
state- of- the-art  system  is  necessary  in  order 
that  the  effects  of  silva  and  topology  on  de¬ 
tection  can  bo  determined,  Tito  scanning 
system  now  in  use  is  not  adequate  for  this 
purpose.  More  sophisticated  discrimination 
techniques  are  needed  if  tire  low-intensity 
signals  from  timbcr-obscurcd  targets  at  angles 
beyond  50°  are  to  be  detected  reliably. 

Comparison  of  high  altitude  imagery  with 
aerial  photographs  appears  to  give  accurate 
description  of  fire  location.  The  Convair 


T-29  aircraft,  equipped  with  the  Dopplor 
radar  navigation  system,  has  the  capability 
to  follow  patrol  corridors  accurately  during 
nighttime  detection  flights,  Tho  moving  win¬ 
dow  display  provides  immediate  readout,  of 
information  with  high  resolution. 

The  research  capability  developed  during 
this  period  undoubtedly  will  prove  to  bo  tho 
most  significant  contribution  toward  the 
operational  development  of  tho  airborne  in¬ 
frared  detection  system.  The  project,  now  has 
a  staff  oxporionced  in  infrared  techniques  and 
qualified  to  develop  and  test  a  superior 
system. 

PLANS  FOR  THE  FUTURE 

Design  criteria  based  on  detection  criteria 
discussed  in  Appondixos  III  and  IV  have 
been  written  for  the  construction  of  an  in¬ 
frared  receiver  and  electronic  video  system 
to  meet  the  specific  requirements  of  ttie  Fire 
Scan  research  program.  This  system  will 
include  a  seven-channel  tape  recorder.  A 
ittj>ed  video  record  of  detection  experiments 
will  allow  signal  strengths,  background  tem¬ 
perature  difference,  and  background  frequency 
characteristics  to  be  examined  in  tho  labora¬ 
tory.  These  are  needed  to  adequately  quan¬ 
tify  tho  system's  capability. 

The  1965  flight  program  will  evaluate  this 
state-of-the-art.  scanning  system.  Prior  to  the 
test  program,  the  Convair  T-29  aircraft  will 
undergo  an  IRAN  inspection  and  the  Doppler 
system  will  be  inspected  and  repaired.  Ex¬ 
periment  design  and  acquiring  adequate 
instrumentation  will  be  emphasized. 
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APPENDIX  I 


DESCRIPTION  OF  TEST  AREA 
Lodgepole  Pine  Test  Area 

1.  Test  area  designation  and  location.  — 
The  area,  within  a  very  dense  lodgepole  pine 
stand,  is  located  on  the  east  side  of  Gold 
Creek  approximately  614  miles  north  of  State 
Highway  20.  This  area  is  on  the  Missoula 
Ranger  District,  Lolo  National  Forest.  Legal 
description  is  S 14 S W  >4  sec.  6,  N^NW  l/4  sec. 
7,  T,  14  N„  R.  16  W.,  PMM. 

2.  Elevation  and  topography. — The  area, 
situated  on  a  bench  with  low  ridges  and 
minor  draws,  has  an  elevation  of  4,200  feet 
in.s.l.  A  marsh  is  on  the  east  side  toward 
the  northern  extrernit'.  No  slopes  on  the  area 
exceed  20  percent. 

3.  Timber  type  and  size  class.  —  Timber 
consists  of  a  typical  stand  of  stagnated  lodge- 
pole  pine  ( Pinus  contorta  Dough).  Some 


young  ponderosa  pine  ( Pinus  ponderosa 
Laws.)  sawtimber  grows  on  the  northeastern 
.  portion  of  the  area.  The  larch  (Larix  oc¬ 
cidentals  Nutt.)  —  Douglas-fir  ( Pseudotsuga 
«  menziesii  var.  glauca  (Beissn.)  Franco)  timber 
type  borders  the  south  and  east  edges  of  the 
.est  area.  Density  of  the  lodgepole  pine  is 
fairly  uniform  throughout.  Basal  area  on  the 
plots  ranges  from  0  in  small  openings  within 
the  stand  to  227  square  feet  per  acre. 

4.  Direction  of  flight  paths.  —  Flights 
over  the  area  are  due  north  and  south;  true 
azimuths,  0°  to  180°. 

5.  Cruise  summary.  —  Number  of  plots 
in  area  —  50;  acreage  of  test  area  —  34.44 
acres  (1,000  feet  by  1,500  feet);  prism  basal 
area  factor  —  20. 

Ponderosa  Pine  Tesi  Area 

1.  Test  area  designation  and  location.  — 
The  area,  within  a  medium  density  ponderosa 


Table  5.  —  Cruise  information  from  lodgepole  pine  test  area 


Timber  measurements 

Lodgepole 

pine 

Test  area 

Ponderosa 

pine 

Average 
or  total 

Trees  per  acre . 

156 

5.2 

161.2 

Net  volume  per  acre  (b.f.)‘  . 

8,730 

320 

9,050 

Average  basal  area  per  tree  (sq.  ft )  . 

.57 

1.02 

.795 

Average  d.b.h.  (inches),  weighted  . . 

10 

14 

10.1 

Average  tree  height  (feet),  weighted . 

62 

53 

61.7 

Average  lower  crown  limit,  both 

species  in  mixed  stand '(feet)  . 

— 

28 

Average  crown  thickness  (feet), 

both  species  . 

_ - 

_ 

44 

Cumulative  stein  density,  d.b.h.  X  trees 
in  e.".~h  diameter  class  (inches)  . 

_ _ 

_ 

2,662 

Crown  cover  density  (percent)  as 
estimated  by  aerial  photos  over 
test  fire  areas . 

.  — 

— — 

80 

'Scribner  lot!  rule  was  used  for  all  merchantable  volumes.  Cruise  includes  all  mer¬ 
chantable  trees  8  inches  d.b.h.  and  larger  (by  2-inch  classes). 
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pine  stand,  is  located  on  a  bench  south  of 
the  Big  Blackfoot  River,  approximately  1  mile 
west  of  State  Highway  20.  The  NE*4  sec. 
35,  T.  14  N.,  R.  15  W.,  PMM,  encompasses 
the  area.  This  area  is  on  the  Lubrech*  Ex¬ 
perimental  Forest,  University  of  Mom  a. 

2.  Elevation  and  topography.  —  Eleva¬ 
tion  of  the  area  is  3,650  feet  m.s.l.  Terrain 
is  slightly  rolling,  with  no  slopes  more  than 
10  percent. 

3.  Timber  type  and  size  class.  —  'l  imber 
on  the  area  is  a  stand  of  residual  ponderosa 
pine.  Patches  of  stagnated  pole  stands  are 
scattered  throughout  the  area.  Average 
height  of  dominant  and  codominant  trees  in 
the  area  of  young,  thrifty,  mature  timber  is 
58  feet,  while  in  the  areas  of  reproduction 
the  average  height  is  12  feet,  consisting  of 
about  80-percent  total  crown.  Density  of  the 
ponderosa  pine  increases  toward  the  south 
side  of  the  test  area  (slope  with  a  north 


aspect)  where  it  becomes  intermingled  with 
Douglas-fir.  As  the  slope  with  a  north 
aspect  increases  in  gradient  to  30  percent, 
the  pine  decreases  to  scattered  clumps  in  a 
predominantly  Douglas-fir  stand.  Basal  area 
for  plots  ranged  from  0  to  190  square  feet 
per  acre;  the  less  dense  plots  were  on  the 
north  side  of  the  area.  Average  basal  area 
for  the  overall  test  area  was  73  square  feet 
per  acre. 

4.  Direction  of  flight  paths.  —  Flight 
paths  run  due  east  and  west;  true  azimuths, 
90°  and  270°. 

5.  Cruise  summary.  —  Number  of  plots 
in  test  area  —  70;  acreage  within  area  — 
34.44  acres;  prism  basal  area  factor  —  10. 

Larch  —  Douglas-Fir  Test  Area 

1.  Test  area  designation  and  location.  — 
The  area,  located  within  a  medium  density 


Table  6.  —  Cruise  information  from  ponderosa  pine  test  area 


Timber  measurements 

Ponderosa 

pine 

Test  area 

Larch  - 
Douglas-fir 

Average 
or  total 

Trees  per  acre  . 

67 

0.1 

67.1 

Net  volume  per  acre  (b.f.)1  . 

5,316 

13 

5,330 

Average  basal  area  per  tree  (sq.  ft.)  . 

1.14 

1.06 

1.13 

Average  d.b.h.  (inches),  weighted . 

14.5 

14 

14.5 

Average  tree  height  (feet),  weighted  .... 

58 

60 

58.1 

Average  lower  crown  limit,  both 

species  in  mixed  stand  (feet)  . 

_ 

_ 

18 

Average  crown  thickness  (feet), 

both  species . 

40 

Cumulate  .  n  density,  all  plots 

(inches;  . 

6,540 

82 

6,622 

Apparent  crown  cover  density  (percent) 
from  aerial  photos  over  test  fire  areas 

— 

— 

60 

1 Scribner  log  rule  was  used  for  all  merchantable  volumes.  Cruise  includes  all  mer¬ 
chantable  trees  8  inches  d.b.h.  and  larger  (by  ?.-inch  classes). 


larch — Douglas-fir  stand,  is  approximately 
1 V4  miles  east  of  State  Highway  31,  and  1 
miles  north  of  Pierce  Lake.  This  area  is  on 
the  Condon  Ranger  District,  Flathead  Na¬ 
tional  Forest.  An  approximate  legal  descrip¬ 
tion  is:  NE^  or  SW>A  sec.  10,  T.  19  N., 
R.  16  W.,  PMM. 

2.  Elevation  and  topography.  —  Eleva¬ 
tion  of  the  area  is  4,500  feet  m.s.l.  Terrain 
is  moderately  rolling  slopes. 

3.  Timber  type  and  size  class.  —  Timber 
on  the  area  is  old-growth  Douglas-fir  and 
larch.  The  sparse  reproduction  is  predomi¬ 
nantly  Douglas-fir,  an  average  of  40  feet  high 


and  almost  100-percent  total  crown  height. 
Density  of  the  timber  (stems  per  acre)  is 
uniform  over  the  entire  area,  varying  only 
in  species  composition.  Basal  area  for  the 
50  plots  ranged  from  20  square  feet  to  260 
square  feet;  average  overall  basal  area  was 
149  square  feet  per  acre. 

4.  Direction  of  flight  paths.  —  Flight 
paths  run  north  and  south;  true  azimuths, 
0°  and  180°. 

5.  Cruise  summary.  —  Number  of  plots 
on  test  area  —  50;  acreage  of  timber  within 
area  —  34.44  acres;  prism  basal  area  factor 
—  20. 


Toble  7.  —  Cruise  information  from  the  larch  -  Douglas-fir  test  area 


1 Scribner  log  rule  was  used  for  all  merchantable  volumes.  Cruise  includes  all  mer¬ 
chantable  trees  8  inches  d.b.h.  and  larger  (by  2-inch  classes). 


Engelmann  Spruce  —  Alpine  Fir 
Test  Area 

1.  Test  area  designation  and  location.  — 
The  area,  within  a  heavy  density  Engelmann 
spruce — alpine  fir  stand,  is  located  on  a 
plateau  about  2  miles  southeast  of  Skookum 
Butte  Lookout.  This  area  is  on  the  Powell 
Ranger  District,  Clearwater  National  Forest. 
Legal  description  of  the  area  is  the  SW*4 
sec.  7,  T.  38  N.,  R.  22  W.,  BM. 

2.  Elevation  and  topography.  —  Eleva¬ 
tion  of  the  area  is  5,800  feet  m.s.l.  Terrain 
is  slightly  rolling  with  no  slopes  more  than 
10  percent. 


3.  Timber  type  and  size  class.  —  Timber 
on  the  area  consists  of  a  stand  of  overmature 
Engelmunn  spruce  with  scattered  grand  fir 
and  alpine  fir  in  association.  The  average 
height  of  dominant  and  codominant  trees  in 
the  area  is  98  feet.  Basal  areas  for  the  plots 
ranged  from  120  to  360  square  feet  per  acre, 
while  the  average  basal  area  for  the  entire 
test  area  was  225  square  feet  per  acre. 

4.  Direction  of  flight  paths.  —  Flight 
paths  run  north  and  south;  true  azimuths, 
0°  and  180°. 

5.  Cruise  summary.  —  Number  of  plots 
in  test  area  —  50;  acreage  within  area  — 
34.44  acres;  prism  basal  area  factor  —  20. 


Table  8.  —  Cruise  information  from  the  Engelmann  spruce  -  alpine  fir  test  area 


Test  area 

Timber  measurements 

Larch  - 
Douglas-fir 

Grand 

fir 

Alpine 

fir 

Engelmann 

spruce 

Average 
or  total 

Trees  per  acre  . 

0.7 

6.3 

20.7 

133.0 

160 

Net  volume  per  acre 

(b.f.) 1  . 

63 

1,621 

3,841 

35,864 

41,208 

Average  basal  area  per 

tree  (sq.  ft.)  . 

1.48 

1.74 

1.47 

1.71 

1.6 

Average  d.b.h  (inches), 
weighted  . 

.  16.5 

18 

16.5 

18 

17.5 

Average  tree  height  (feet), 
weighted  . . 

48 

83 

82 

88 

86 

Average  lower  crown  limit 
(feet),  all  species  in 
mixed  stand  . 

23 

Average  crown  thickness 
(feet),  all  species  . 

_■  - 

.  _ 

_ 

62 

Cumulative  stem  density 
(inches),  all  plots  . 

_ 

. _ 

— 

. 

10,344 

Crown  cover  density  (per¬ 
cent)  from  aerial  photos 
over  test  areas  . 

- 

.  _r . 

_ 

100 

1 Scribner  log  rule  was  used  jar  all  merchantable  volumes.  Cruise  includes  all  mer¬ 
chantable  trees  8  inches  d.b.h.  and  larger  (by  2-inch  classes ). 
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APPENDIX  II 


CRITERIA  FOR 
SPECTRAL  RESPONSIVITY 

Since  the  advent  of  solid  state  semicon¬ 
ductor  technology,  new  devices  have  been 
developed  that  provide  capabilities  for  meas¬ 
urement,  at  high  speed  and  low  intensity 
levels,  of  the  low  energy  electromagnetic  radi¬ 
ation  associated  with  infrared  (IR)  wave¬ 
lengths. 

A  review  of  typical  sources  of  radiation 
and  infrared  detector  responsivities  is  neces¬ 
sary  to  establish  criteria  for  system  design 
pertinent  to  our  special  applications. 

Of  immediate  interest  to  the  Forest  Serv¬ 
ice  is  the  application  of  techniques  of  infrared 
remote  sensing  to  forest  fire  surveillance. 
Here  three  possible  sources  of  infrared  radia¬ 
tion  exist  —  the  radiant  emission  of  the  fire 
itself,  the  emission  from  terrain  background, 
and  the  interference  of  illumination  from 
sources  such  as  the  sun. 

The  spectral  radiant  emission  of  real  world 
emitters  is  measured  by  their  deviation  from 
a  theoretically  defined  ideal  black  body  ra¬ 
diation  source.  The  emissive  powers  at 
several  black  body  source  temperatures  are 
shown  in  figure  34.  Glowing,  burning  fuels 
associated  with  applications  in  forest  fire 
surveillance  closely  approximate  the  ideal 
black  body  radiation  curves.  In  the  3-  to 
6-micron  region,  typical  terrain  background 
emitters  may  tall  15-  to  20-percent  below 
the  theoretical  curves,  but  generally  stay 
within  90  percent  of  the  emission  expected 
*rom  a  true  black  body.’0  Also  shown  is  the 
spectral  irradiance  of  the  sun11  and  rough 
indications  of  the  transparent  atmospheric 
windows. 


,u  Fredrickson.  W.  R  .  N.  Ginzburg,  and  ft.  Paul¬ 
son  Infrared  spectral  emissivity  of  terrain.  Final 
Rep.  Syracuse  Unite  lies.  Inst.,  ASTI  A  Doc.  No. 
AD  155552,  WADC  -  Til  -  5H  -  2229.  153  />/>.. 

i  lias.  1958. 

il  U.S.  Air  Force.  Handbook  of  geophysics.  Rev. 
i:d.  New  York:  Macmillan.  656  op..  Ulus.  1961. 


To  facilitate  system  design,  first  the  opti¬ 
mum  spectral  wavelength  region  is  selected, 
and  it  in  turn  is  dependent  on  the  nature 
of  the  phenomenon  to  be  observed. 

Fire  surveillance  requires  not  only  that 
burning  fuels  be  detected,  but  also  that  their 
location  relative  to  observable  terrain  back¬ 
ground  features  be  determined.  Small  spot 
fires  are  most  easily  detected  in  the  spectral 
region  where  the  fires  are  most  intense  (2  to 
7  microns,  fig.  34).  Similarly,  terrain  back¬ 
ground  detail  is  best  acquired  near  the  peak 
of  the  ambient  black  body  curve  (5  to  20 
microns). 12  Very  little  information  is  avail¬ 
able  concerning  the  reflectance  of  solar  radia¬ 
tion  from  terrain  in  the  intermediate  and  far 
infrared  regions.  The  solar  spectral  irradiance 
for  ?.ero  atmospheric  absorption  (fig.  34)  can 
be  used  as  an  upper  bound  for  the  expected 
interference  from  sunlight.  Both  terrain  re¬ 
flectance  and  atmospheric  absorption  attenu¬ 
ate  the  reflected  sunlight  intensity.  A  spectral 
wavelength  region  should  be  selected  as  far 
from  the  solar  irradiance  peak  as  practicable; 
in  this  application,  this  must  be  to  the  longer 
wavelength  side.  Also  very  significant,  the 
spectral  bandpass  must  overlap  an  atmospher¬ 
ic  transmission  window. 

In  general,  the  following  qualitative  de¬ 
ductions  can  be  made: 

1.  Thermal  emissive  temperatures  of  ter¬ 
rain  background  can  best  be  measured  in  the 
8-  to  14-micron  atmospheric  window;  however, 
significant  information  can  be  acquired  in  the 
3*  to  4.2-micron  and  4.5-  to  5.3-micron 
windows. 

2.  Glowing  fuel  beds  can  be  detected  best 
against  a  terrain  background  in  the  2-  to  2.6- 
micron,  3-  to  4.2-micron,  and  4.5-  to  5.3- 
micron  windows. 

3.  For  daytime  fire  detection,  the  2-  to 
2.6-micron  bard,  and  possibly  the  lower  part 


'-  U  S.  Air  Force  Cambridge  lies.  Lab.  (Max 
Nagel,  cel.).  Background  measurements  during  the 
infrared  measuring  program.  1956.  Geophysics  lies. 
Dir..  ODD  Res.  Note  46.  AFCRL  -  TN  -  60  ■  692. 
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of  the  3-  to  4.2-micron  band,  must  be  rejected 
because  of  reflected  solar  irradiance. 

Considering  the  above  deductions,  the  use 
of  the  3-  to  4.2-micron  and  preferably  the 
4.5-  to  5.3-micron  bands  is  justified.  The  Fire 
Scan  program  has  confirmed  these  observa¬ 
tions  in  practice;  hence,  further  rigorous  the¬ 
oretical  treatment  is  not  now  necessary. 

A  cursory  examination  of  sensitivity 
parameters  of  available  infrared  detectors 


shows  that  photoconductive  and  photovoltaic 
indium  antimonide  (InSb)  detectors  have  the 
most  outstanding  characteristics  in  the  spec¬ 
tral  range  of  interest  to  this  test.  These 
devices  are  photoelectric  transducers,  which 
supply  the  electric  signal  to  the  electronic 
video  chain.  Within  their  proper  dynamic 
range,  the  electrical  output  signal  is  propor¬ 
tional  to  the  infrared  radiant  intensity  meas¬ 
ured  in  the  focal  plane  of  appropriate  optical 
collectors. 


Figure*  34.  —  Absolute  spectral  emissive  powers  for 
black  bodies  at  various  temperatures. 


43 


APPENDIX  III 


SENSITIVITY  OF 
SCANNING  SYSTEM 

Remote  sensing  devices  usually  collect 
radiation  with  modified  Newtonian  or  Cassi- 
grainian  telescopic  systems.  The  detectors 
measure  the  total  radiation  falling  on  them 
at  some  point  in  the  optical  image  plane. 
To  compare  the  large  number  of  individual 
points  over  an  extended  terrain  object  plane 
and  thus  provide  the  relative  spatial  infor¬ 
mation,  an  optical-mechanical  scanning  mech¬ 
anism  must  be  provided.  This  is  accomplished 
by  placing  a  spinning,  flat  mirror  in  front 
of  the  collector  objective.  On  an  aircraft  plat¬ 
form,  the  infrared  optical  receiver  is  oriented 
so  that  the  spinning  mirror  looks  down  and 
scans  abeam  of  the  aircraft  from  one  side  to 
the  other.  The  velocity  of  the  aircraft  allows 
TV-like  scanning  of  the  two-dimensional  ob¬ 
ject  plane  (see  fig.  35,  Appendix  IV,  scanning 
instrumentation  and  geometry). 

The  radiant  power,  E ,  reaching  the  de¬ 
tector  is  the  product  of  the  power  density, 

-  W(\,T),  from  the  source;  the  solid  angle, 

7T 

subtended  by  the  source  from  the  receiver; 
and  the  area,  A,  of  the  optical  collector  ob¬ 
jective: 

E  ss  —  W<A, 2’)  •/!•<., 

7 T 


For  easy  calculation,  the  Stephan-Boltzman 
equation  is  used  to  estimate  W(\,T)  for  total 
output  power  of  the  source.  Then,  the  power, 
E,  is  modified  by  some  constant,  k,  which  is 
the  fraction  of  the  total  power  that  is  included 
by  the  system  spectral  sensitivity.  Calcula¬ 
tion  of  k  is  made  by  numerical  integration 
over  empirical  measurements  of  the  system 
spectral  response  (fig.  39,  Appendix  V). 

The  Stephan-Boltzman  law  states: 

W  =  f  cT' 

Where  r  is  the  emissivity  of  the  source,  ,r  is 
the  constant  of  proportionality,  <r=5.67  watts 


cm.'sdeg-4,  and  T  is  the  absolute  temperature 
in  degrees  Kelvin.  Then  E  becomes, 

E  =— A<o(rT\ 

7T 

The  term  for  temperature  resolution  in  the 
limit  of  small  temperature  differences: 

a£  zz—AmcT*  AT. 

7 r 

Solving  for  A T, 


AT 


___  wA  E 

4  AwekaT3 


Eqn.  1 


The  infrared  detector  detectivities,  D *,  are 
defined  by 


D*  V«A/  Eqn.  2 

where  S/N  is  the  signal  to  noise  voltage  ratio 
measured  foi  a  specific  detector  irradiated  by 
power,  J;  a  is  the  detector  area;  and  A/  is  the 
electrical  frequency  bandwidth  used  in  the 
detectivity  measurement. 


By  definition: 


E  J,  when  S/N  =  1  Eqn.  3 

Combining  equations  1,  2,  and  3  now  re¬ 
defines  A T  as  the  noise  equivalent  temperature 
(NET): 


—  1  VW 


NET  =  aT  = 


4 D*A  oit  kir  T'' 


Eqn.  4 


This  equation  is  further  refined  by  examining 
\/~aSf  in  terms  of  system  parameters. 


The  area  of  the  detector,  a,  defines  the 
field  of  view  or  resolution  element  from  op¬ 
tical  principles  as: 


a  =z  F~  a 


where  F  is  the  focal  length  of  the  objective, 
which  has  area  A . 

Further,  A f  is  the  rate  at  which  the  ter¬ 
rain  field  is  covered,  divided  by  the  optical 
resolution  element: 

,  _  2k  V/H  (steradians/sec.) 

'  ~  c*>  steradians 
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Then  equation  4  becomes: 


where: 

F  =  focal  length  of  collection  optics. 

V/H  s=  velot-ity  to  height  (altitude)  ratio, 
to  be  specified  by  performance  re¬ 
quirements  (V/H  of  .2  or  .4  stera- 
dian/sec.  is  typical). 

D *  =  broad  band  detectivity  of  detector; 
typically,  2  X  10l(l  watts‘1em.sec.‘1/2. 

c (A)  =  spectral  emissivity  of  background. 
k  ~  percent  total  spectral  power  of  the 


source  accepted  by  system,  for  par¬ 
ameters  of  figure  39,  Appendix  V; 
k  =:  0.071  when  atmospheric  spec¬ 
tral  windows  are  accounted  for. 

9  =  Stephan-Boltzman  constant,  6.67  X 
10-’5  watts  cm.’Meg.'4. 

T  —  '-kground  average  temperature, 

A  a  area  of  optical  collector  objective. 

«  =  optical  system  resolution,  steradi- 
ans. 

Typical  NET’ s  are  of  the  order  of  1DK.  to 
2°K.  for  ambient  terrain  background  with  sys¬ 
tems  using  the  3-  to  6-micron  spectral  range. 
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APPENDIX  IV 


CRITERIA  FOR  DETECTION 

The  electrical  signal  (video)  processing 
chain  in  infrared  line  scanners  generally  is 
not  d.c.  couplod.  Hence,  an  absolute  radio¬ 
metric  background  intensity  reference  level  is 
not  maintained.  However,  the  background 
radiation  intensity  does  fluctuate  about  some 
local  mean  value.  This  mean  intensity  level 
shifts  relative  to  the  clamped  output  d.c. 
signal  level  over  large  terrain  distances,  but 
does  not  significantly  change  over  small  dis¬ 
tances.  A  system’s  response  to  these  gross 
clianges  is  fixed  by  its  scanning  speed  and 
low  frequency  cutoff.  For  the  remainder  of 
this  section  we  shall  assume  the  video  sys¬ 
tem  has  sufficiently  wide  bandwidth  to  estab¬ 
lish  a  short-term  d.c.  signal  level  associated 
with  the  local  mean  background  radiant 
intensity. 

This  kind  of  equipment  is  sufficiently 
sensitive  to  map  terrain  background.  Accu¬ 
rate  detection  of  hot  targets  against  a  terrain 
background  depends  upon  radiometric  criteria. 

Define  tl  ~  following  terms: 

T0,  T,,  T,  Temperatures  (°K  )  of  local 
mean  background,  •  coolest 
point  and  warmest  point  in 
background,  and  hot  target, 
respectively. 

Instantaneous  field  of  view. 
Area  of  target. 

Target  signal  to  background 
signal  ratio  (explicitly  defined 
below). 

Spectral  radiance  (watts/ster- 
adian  cm.*  micron). 

Spectral  radiant,  omittance 
(watts/cm.2  micron). 

Aspect  angle  (see  fig.  35). 

Slant  range. 

Altitude. 

Total  scan  width. 


„  =  $- 

A 

K 

N(X,T) 

W(A,T)  a: 
vN(\,T) 

o 

r 

h 

D 


R( a)  Responsivity  of  scanning  sys¬ 

tem  (volts/watt,  i.e.,  watts  in¬ 
cident  on  unit  square  aperture 
of  scanner). 

S  Scanner  output  signal  (volts). 

a  Area  of  scanner  aperture. 

The  signal  from  the  system  is  related  to 
source  radiation  by: 

S(T)  53  fl.,,ft/*A'(A)N(A,T)  d\. 

Since  A  (A)  is  not  an  analytic  function,  this 
calculation  is  made  by  numerical  methods, 
e.g.: 

S(T<)  =  }  «<of?(A,)  N(\itTi)  AA,. 

Consider  a  target  much  smaller  than  the 
instantaneous  field  of  view  with  no  obstruction 
or  attont.ua t.ion  in  the  optical  path.  Figure  36 
is  a  typical  scanner  video  output  signal.  S„  is 
the  clamped  d.c.  signal  bias.  Define  S,  and  S, 
as  signal  levels  from  the  coldest  and  warmest 
(T,  and  TJ  spots,  respectively,  in  the  neigh¬ 
borhood  of  the  momentary  field  of  view  and 
S.,  as  the  signal  from  a  particular  field  that, 
contains  a  hot  target  to  be  detected.  Let 
(S—SA  be  the  dynamic  signal  that  is  pro¬ 
portional  to  the  variation  of  radiant  intensity 
about  the  local  mean  radiant  intensity, 

•  [NU ,T)  -  N(A,T0)]  AA. 

Unless  complex  signal  discrimination  is 
used,  in  order  for  a  small  target  to  be  “de¬ 
tectable”  the  signal  from  the  spot,  con¬ 
taining  the  target  must,  be  greater  by  some 
factor,  K,  than  the  signal  from  the  wannest 
spot,  in  the  background.  From  figure  36  this 
becomes: 


Sa — S„  >  K  (S, — S0 ) .  Eqn.  f> 

For  targets  much  smaller  than  «>,  the  worst 
case,  as  shown  in  figure  36,  occurs  when  the 
target  is  situated  in  the  coolest  spot  in  the 
background. 


Sj  then  becomes: 


Sj  ”  ,f  A(a) 
A 


A  Cos  0 


t- 


N(a,T:>)  + 


(,,--^)N(  A,7\) 


d\. 
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FLIGHT  PATH 


Figure  35.  —Aircraft  scanning  geometry. 


_ -»lk-  S _ 

SCAN  SWEEP,  9  ocTIME 


ARBITRARILY  ESTAB¬ 
LISHED  d.c.  LEVEL 


Figure  36.  —  Typical  video  signal  oscilloscope  <  r«ee. 


Since  T  varies  with  o,  Sn  is  determined  by: 
Sa  — 


a"  J'“iZ(A)  f0,N(\,T)dOd\ . 


.\.(i  0X 


0,-0, 

whero  0,  and  0.,  are  defined  such  that: 

(0  —0  )  >  — 
v'}  -  t  dt 

whero  /  is  low  frequency  limit  of  system  band- 

Ho 

pass,  and  is  the  scanning  speed.  To  be 

more  precise,  St,  is  determined  by  the  preset 
system  d,c.  bias.  This  calculation  determines 
the  associated  T„  or  S(TJ  in  the  neighbor¬ 
hood  of  0,  <  o  <  o... 

Define  Si  as  the  signal  from  target  alone 
and  assume 

<» »  A/r". 

Then: 

S,  =  Si  +  S,. 

Criteria  for  detection  then  becomes: 

ST  >  K{S,-SU)  +  (S..+S,)  Eqn.  6 

S„,  by  definition,  is  the  mean  signal  level,  ap¬ 
proximately  one-half  way  between  S ,  and  S, 
(fig.  36). 

Hence: 

.«?  _c 

S..—X  So—S,  *  — -  • 

Thus,  we  can  define  a  new  K'  greater  than  t 
such  that  Eqn.  6  becomes: 


**d*«*MN*) 

Pc5-) 


Sr  ^  (K' d-  1 ) 


Eqn.  7 


Sv  as  «  R( A)  —  ~~  N(\,T3)  >  (K'+ 1) 
-lr-  «[N(\,7\)  ~N(,\,Txn 
A  Cos  0  N(.\,T,}  _  u. 

- r, -  (K  +1)  g 

[iV ( a//’j)  -  W(A,T,)J 

4  >  8 

r*  —  Cos  n  2\  N(\,l3)  / 


A  note  should  be  made  here  about  instru¬ 
mentation.  The  system  readout  has  been 
assumed  to  be  a  signal  display  (fig.  36)  pre¬ 
sented  by  a  C.H.T.  Large  or  very  intense 
target  sources  give  adequate  signatures  for 
detection.  The  marginal  sources  are  the  ones 
of  concern  and  are  usually  much  smaller  than 
the  instantaneous  field,  u>. 

Electronic  defection  by  pulse-height,  dis¬ 
crimination  (P.H.D.)  is  much  more  precise 
than  visual  interpretation.  The  upper  trace 
of  figure  37  shows  the  capability  of  a  typical 
narrow-band,  pulse-height,  discriminator  to 
distinguish  a  low  amplitude  “spike”  target, 
signal  from  largo  variations  in  the  background 
intensity  as  is  shown  in  the  lower  trace  of 
the  same  figure.  Since  the  small  targets  are 
the  major  problem,  we  suppose  that  the 
P.H.D.  should  be  narrow  banded  about  the 
field  sampling  frequency,  /,  such  that: 

f  A  d0 

J  ~  s  dt 

With  the  narrow-band  provision,  the  lower 
limit  on  St  could  be  decreased  since  the  tor* 


Fi(«i«  W  — Pulse- height  discrimination  circuit  sej>- 
Afotiug  low  amplitude,  high  frequency  signal  from 
background. 
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raill  background  features  are  generally  much 
larger  than  the  instantaneous  field,  S’.  De¬ 
tection  of  smaller  values  of  ST  would,  however, 
involve  a  significant  increase  in  the  false  alarm 
rate.  If  a  certain  false  alarm  rate  is  not  ob¬ 
jectionable,  the  absolute  lower  limit  of  Sr 
is  determined  by  the  system  noise  lovc-1,  ns. 

Sr  £  n, 
and 

«_A  Cosyw .JLAA_  ^  NET 

ZiO 

Note  it  is  meaningless  to  talk  in  tcnns  of  K 
in  this  narrow-band  limit  since  S,„  S„  Sa,  etc., 
aro  not  established. 


Then  Eqn.  8  reduces  to: 

1  °  '{() .831  wa tts/cm. s ))~  3  X  10  "  *W' 
v  7  Eqn.  9 

Figure  38  shows  a  plot  of  A/h1  against 
=  T„  —  T,  for  background  temperatures 
(T,  and  7’..)  around  300'  /(,  ambient.  It  as¬ 
sumes  (1)  the  detection  criteria  of  equation  ?; 
(2)  that*  optical  transmission  losses  do  not. 
bury  any  signals  in  the  system  noise;  and  (3) 
there  is  no  target  obscuration  and  you  nre 
looking  straight  down  into  the  bucket. 

The  angular  dependence  of  A/h \ 


(i.e.,  .  oc 


,  where  r  =  h/CosO) 


Referring  again  to  Eqn.  8:  is  a  consequence  of  inverse  square  law  and 

a  nr  a  n  m,,  -r  \\  the  Lambertian  angular  dependence  on  target. 

—  >  p  **  -  “I — — 7FT2~~ 1 pqn-  8  radiant  intensity.  It  is  assumed  here  that  the 

;  os  '  (>*)  I  major  terrain  features  are  larger  than  the 

Let  us  assume  that  with  appropriate  instru-  instantaneous  field  of  view;  hence,  the  terrain 

mentation  (P.II.D,,  etc.)  we  can  reliably  lot  background  signal  is  not  attenuated  by  either 

1?  —  1-  Also,  let  o  s=  0,  T3  —  800 °I(.,  co  -  of  these  features  by  the  same  factor  as  the 

10  “  sterndians,  and  assume  spectral  band*  small  fire  targets.  When  the  target  becomes 

width  of  4.5  microns  to  5.5  microns.  Note  larger  than  the  instantaneous  field  of  view, 

that  h  —  r  Cos  0,  W(\,T)  —  ( a,T),  and  the  angular  dependence  of  detection  criteria 

JvW  =  (W(A,7\s)  —  VT (V7,)  ).  disappears  and  A/h-  is  independent  of  u. 


Figaro  38  —Lower  limit  values 
of  (target  area) /(aircraft  altitude)  - 
ratio  ns  function  of  peak-to-penk 
itnckgroumi  tem|w'ratore  variation 
for  sovernl  target  temperatures, 
assuming  detection  criteria 
of  lii,.'  7  in  the  (ext. 


0ACKOROVND  AT  (*K) 
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APPENDIX  V 


ATTENUATION  OF  RADIATION 

The  radiation  that  reaches  an  airborne 
infrared  scanner  from  a  small  incipient  spot 
fire  must  traverse  several  attenuating  media 
before  it  reaches  the  infrared  detector.  These 
media  are  of  three  basic  types:  (1)  The 
geometric  obscuration  by  tree  boles,  timber 
canopy,  understory,  and  brush;  (2)  the  at¬ 
mospheric  path  consisting  of  molecular  ab¬ 
sorption  mainly  by  H.O  and  CO,,  and  scat¬ 
tering  by  haze  (smog,  fog,  smoke) :  and  (3) 
the  transmission  character  of  the  infrared 
receiver  optics.  The  latter  two  media  are 
spectrally  dependent;  we  are  discussing  them 
in  reverse  order. 

Infrared  Receiver  Transmission 

The  scanning  mode  is  most  easily  accom¬ 
plished  by  a  rotating  45"  mirror  (high  speed, 
nodding  optical  systems  have  prohibitive  iner¬ 
tia)  . 

The  objective  element  also  should  be  a 
mirror.  Mirror  objectives  have  only  one  opti¬ 
cal  surface  to  figure,  have  adequate  resolu¬ 
tion  over  small  fields,  and  have  no  chromatic 
aberrations.  However,  these  mirror  objectives 
usually  require  at  least  one  secondary  fold¬ 
ing  mirror.  Infrared  lenses  in  general  have 
good  resolution  over  a  larger  field,  but  have 
very  high  reflection  and  transmission  losses. 
Correction  of  chromatic  aberration  requires  at 
least  two  elements;  this  requires  the  figuring 
of  at  least  four  optical  surfaces.  The  rela¬ 
tively  large  apertures  required  make  lenses 
both  economically  and  technically  prohibitive 
for  the  present  application. 

Mirrors  are  not.  perfect  reflectors.  A  typ¬ 
ical  aluminized  mirror  has  a  reflectivity,  R  — 
.92  at  4  microns;  silver  and  gold  have  highei 
reflectivities  but  are  not  as  durable  as  an 
aluminized  mirror.  Hence,  we  can  consider  the 
optical  transmission,  T„(„  of  an  aluminized 
mirror  collecting  system  as: 

1.  A  three-surface  system: 

T,„  =  (.92)  =  .78 


2.  A  four-surface  system: 

To,  =  (.92)*  =  .716 

The  sensitivity  of  the  infrared  receiver  is 
also  governed  by  the  spectra!  response  of  the 
detector  and  the  spectral  bandpass  of  the 
optical  filter,  if  one  is  used.  These  are  not 
conducive  to  analytic  representation  and, 
hence,  must  be  handled  by  graphic  or  numeri¬ 
cal  integration.  Typical  detector  and  filter 
spectral  curves  are  shown  in  figure  39. 

Atmospheric  absorption  is  a  major  con¬ 
cern  in  fire  detection.  The  scattering  effects 
are  easily  described.  Smog  and  smoke  parti¬ 
cles  associated  with  forest  fires  are  much 
smaller  than  the  Rayleigh  limit  for  3-micron 
radiation;  so  they  are  negligible  in  the  pres¬ 
ent  application.  Indeed,  very  good  terrain 
imagery  has  been  obtained  through  smoke 
palls  2,000  feet  deep.  However,  water  con¬ 
densate  associated  with  clouds  and  fog  renders 
them  totally  opaque.  Therefore,  we  may  con¬ 
sider  the  “scattering”  transmission  either: 

rp  _ /l,  (smoke,  smog) 

s,af  (0,  (fog,  clouds). 

Transmission  of  ;he  Atmosphere 

The  problem  of  molecular  absorption  is 
more  complex.  The  spectral  region  of  interest 
(3-  to  6-micron)  contains  significant.  1I20  and 
CO.  absorption  bands.  Figure  401:1  shows 
typical  atmosphere  transmission.  Figures  41 
and  42  (US.  Air  Force)"  show,  respectively, 
H.O  and  CO.,  transr.iissions.  Since  HvO  and 
CO,  concentrations  vary  independently  in  the 
real  world,  they  are  handled  analytically  by 
separate  absorption  coefficients.  CO.  con¬ 
centration  is  sufficiently  stable  in  time  that 
we  consider  only  its  variation  with  altitude 
(fig.  43).  H.O  concentrations  can  be  meas- 


1 !  Yates.  II.  IV.  anil  J.  H.  Taylor.  Infrared  trans¬ 
mission  of  the  atmosphere.  U.S  Nina!  lies.  I. ah. 

itpt.  r>453.  mo. 

"  U.S.  Air  Force.  Op.  eit. 
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ured  by  the  relative  humidity  and  dry  bulb 
temperatures  (fig.  44),  and  percent  transmis¬ 
sion  estimated  from  figure  45.  A  cursory  look 
at  figures  44  and  45  proves  that  major  changes 
in  the  minimum  detectable  signal  level  can 
be  attributed  to  realistic  variations  of  rela¬ 
tive  humidity. 

Atmospheric  transmission,  particularly 
high  H,0  concentration,  is  obviously  one  of 
the  major  parameter's  of  significance  to  firo 
detection  probabilities,  and  its  effects  should 
not  be  neglected. 

Whenever  possible,  the  practical  procedure 
would  be  to  use  a  known  source,  N0  (A,T)  for 
system  calibration. 


If  we  have  a  linear  system: 


S  - 


So 

■  N0{\,T)  aa 


N(\,T)  AA 


Good  practice  requires  calibration  for  several 
source  intensities  spread  over  the  full  dynamic 
range  of  the  system. 


Timber  Canopy  Obscurations 

From  the  mountaintop  test-  procedures 
described  elsewhere  in  this  report,  qualitative 
conclusions  were  established  concerning  can¬ 
opy  obscuration  factors.  These  may  be  sepa¬ 
rated  into  two  types:  first,  the  larger  obscur¬ 
ations  (almost  always  large  tree  boles),  which 
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Figure  41. -—Spectral  transmission 
of  water  for  various 
optical  paths. 
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l*tgure  42.— S|>cc(r((l  transmission 
of  CO-  for  various 
optical  paths. 
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Figure  45.— -Percent  transmission 
of  water  in  tho  2.8-5.8-micron  band 
versus  concentration 
of  precipitable  water. 


Figure  46. — Observed  and 
predicted  obscurations 
front  a  tree  bolo  model. 
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totally  obscured  the  targets;  and,  second,  t 
stnull  noodle  and  limb  obscurations,  win ‘h 
only  partially  attenuated  the  target  radiation 

A  conifer  tree  bole  can  bo  approximated 
by  an  inverted  paraboloid  of  revolution  whose 
vertical  cross  sectional  area  is  two-thirds  its 
base  diameter,  d  times  its  height  h.  The  pro¬ 
jected  ground  area  obscured  from  an  aspect 
angle,  0,  is  then: 

| -dh  Tan  a 

The  percent  unobscurod  area,  0„,  for  a  ran¬ 
dom  stand  of  such  tree  boles  becomes: 

,k  ,,  2/3  dh  Tan  0 

*'  =  (1 - Twoo~  > 

whoro  cl  and  h  are  measurements  in  feet,  and 
n  is  the  number  of  trees  per  acre.  We  tested 
this  bole  obscuration  by  constructing  a  model 
of  a  random  tree  stand  and  correlating  actual 
measurements  on  the  model  with  the  formula 
prediction;  results  are  plotted  in  figure  46. 
The  model  had  equivalent  timber  cruise 
parameters  of  328  square  feet  per  acre  basal 
area,  (d.b.h.)  of  1-ioot  and  82.2-foot  tree 
heights. 


A  similar  effort  to  relate  obscuration  to 
timber  cruise  parameters  for  the  canopy  over- 
story  jb  contemplated.  Since  correlation  of 
this  typo  of  attenuation  with  present  limber 
measurements  is  lucking,  a  test  to  check  any 
theory  is  unavailable.  However,  by  the  nature 
and  distribution  of  signal  strengths  from  the 
mountaintop  testa,  the  following  theoretical 
attenuation  model  is  contemplated  for  the 
tree  crowns: 

0..  =  0O  £-«■> 

where  S  is  related  to  crown  characteristics  and 
r  is  the  optical  path  length,  i.e,: 

h 

x  Cos  0 

where  h  —  crown  depth,  and  0  ss  aspect  angle 
as  before.  Further  field  measurements  should 
provide  data  for  correlation  checks  on  these 
proposed  relations. 

The  ultimate  objective  of  t.hcao  considera¬ 
tions  is  (O  provide  field  management  person¬ 
nel  with  a  measure  of  the  usefulness  of  re¬ 
mote  sensing  equipment  in  particular  forosted 
areas. 
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where  h  ==  crown  depth,  and  0  =  aspect  angle 
ns  before.  Further  field  measurements  should 
provide  data  for  correlation  chocks  on  those 
proposed  relations. 

The  ultimate  objoctivo  of  those  considera¬ 
tions  is  to  provide  field  management,  person¬ 
nel  with  a  measure  of  tho  usefulness  of  re¬ 
mote  sensing  equipment  in  particular  forested 
areas, 
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